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P Now, the 40-passenger Transit Bus is available with a Diesel engine 
of superb quality. Now, we will furnish the type of power best suited 
feviewing to your own particular needs . . . either gasoline or Diesel. 
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PROFILE OF AMERICAN BRAKEBLOK TEST ROUTE NO. 1 
ON U. S. 30 FROM LAUREL SUMMIT TO BOTTOM OF GRANDVIEW. 


.. to develop the best brake lining for you 


American Brakeblok Test Trucks follow this 
course daily. Under all conditions of load the 
lining is put through every possible test —per- 
formance, fade, recovery, moisture sensitivity, 
wear, glaze, and maximum heat resistance. Accu- 
rate instrumentation records test data for inter- 
pretation by our research staff. 

The mountains of Pennsylvania were selected 
because of their sharp grades, long descents, hair- 
pin curves and dangerous intersections, giving 
the best opportunity for testing brake lining 
through a wide range of operating conditions. 


On this track... today’s brake linings 
are perfected—tomorrow’s proven... for 


maximum safety, performance and life. 


Copyright 1954, American Brake Shoe Company 


AMERICAN BRAKEBLOK DIVISION 


DETROIT 9, MICHIGAN 


Plants in: Detroit, Michigan; Winshester, Virginia; Lindsay, Ontario; Git, France 
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IN THIS ISSUE—7 FEATURES... 


Virginia Transit Goes All Out 
To Win Back Those Lost Riders. . . . . 


VTC is using Richmond as a test area for a new PR program 


New Million Dollar Terminal 


For Cleveland Transit Buses. . . . . 
CTS stresses modern maintenance at its new Hayden Station 


Take a Fresh Look at 


First of a series of four articles by a renowned safety expert 


Springfield Ups Revenues—by Gum . . . . . 


How penny gum machines ‘bring clear profit to an Ohio transit firm 


Trolley Buses Travel Express 


Indianapolis Street Railway uses one set of wires for express runs 


Riders Sell Transit to Each Other . . . . 


St. Louis PS uses the average transit rider in car card testimonials 


Association Index ..... . 
Yearly listing of intercity and transit associations 


9 Departments Designed to Help You... 


Top Topics Ticket Window 

Editorial Howjadoits 

What's New Industry in Review 

Consulting Department Calendar of Events 
Advertisers’ Index 126 


Next Month ... 


Watch for the second article in the series on “Your Safety Pro- 
gram,” the first of which starts in this issue. There will be also feature 
articles on rebuilding air compressors and small company charter 
operations. 
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in Acceleration! Speed Range! 


Flexibility! Economy! 


Servicing 


Convenience! 


Condensed H540 Specifications 
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oer Transit Bus 
th new MeRoi 20 


Pa = ai .. for more power in less space, with less weight 


Now ... V-8 gasoline or LPG engine 
power for heavy-duty bus applica- 
tions! A 200-hp power plant only 
45” long—about 14” shorter than an 
equivalent six-cylinder engine! Low 
weight-to-horsepower ratio — only 6 
lbs. per HP! Speed range up to 3000 
RPM! And Transit Buses, Inc., is 
first in the field to bring you this 
LeRoi H540 superiority—in a new 
40-passenger model, one of the most 
powerful buses on the road today. 

By taking advantage of the H540’s 


DEPT. BT-3, 1706 SOUTH 68TH STREET 


Plants: Milwaukee « Gtovetens * Greenwich, Ohio 


O=hp cngine 


compactness, Transit Buses, Inc., has 
been able to eliminate right- angle 
drive—and develop a drive-line that 
is more trouble-free and less expen- 
sive. 

Write Transit Buses, Inc., Detroit 
27, Mich., for further details on this 
great new bus that gives you faster 
acceleration, smoother operation, 
greater flexibility. 


And get all the reasons why it pays 
to insist on buses powered by LeRoi 
H540’s. Write us for H540 catalog. 


MILWAUKEE 14, WISCONSIN 


E-75 
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HERE’S a green line on the Fleet Battery Record Card 
bpm see above, that can spell big savings in your 
fleet operation costs. How? Because it warns you when 
battery-killing voltage regulator troubles are on the 
way. And that means you can correct the trouble before 
it causes serious damage. 


Each week, when your maintenance man waters bat- 
teries, he makes a quick check with the Goodyear All- 
Purpose Battery Tester, shown above, and records his 
findings on the Fleet Battery Record Card — one card 
for each battery. 


When the mark goes in the green-colored “safety-zone,” 
you know your electrical system is right. A mark out- 
side this zone warns you that voltage is too high or 
too low. 


GET LONGER BATTERY LIFE, 
CUT COSTS, SAVE TIME! 


A voltage regulator set too high could burn out the 
battery and shorten the life of every replacement item 
in the electrical system. A voltage regulator set too low 
can cause frequent battery discharges, recharges and 
premature failures from sulphation. 


By keeping your batteries “in line” with this Goodyear 
Fleet Battery Maintenance Plan, you get longer battery 
life, better electrical system service, and less road delay. 
And you save even more when you use this plan with 
Goodyear’s Heavy-Duty Truck and Bus or Diesel-type 
batteries. You'll find the whole story on this plan in a 
new booklet called the Goodyear Fleet Maintenance 
Manual. Clip the coupon below and send for it today. 
It’s free, of course. 


Goodyear, Battery Department, Akron 16, Ohio 


THE GREATEST NAME IN RUBBER 


THE GOODYEAR TIRE & RUBBER COMPANY, INC. 
Dept. O-7910, Akron 16, Ohio 


Please send me a copy of the Goodyear Fleet Battery Maint: M ! 


FREE BOOKLET TELLS 
HOW TO PROLONG 
BATTERY LIFE 


We think you'll like "THE GREATEST STORY EVER TOLD” ~ every Sanday —~ ABC Radio Network ~THE COODYEAR TELEVISION PLAYHOUSE — every other Sunday —~ NBC TV Network 
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WHEN You USE tough, tenacious 


Texaco Marfak for chassis lubrication, you're defi- 
nitely on the right road to reduced maintenance 
costs. This famous, longer lasting lubricant pro- 
vides extra hundreds of miles of highly effective 
protection against wear and rust. 

Even when roads are bad, Texaco Marfak won't 
pound out or squeeze out. It stays in the bearings. 
Naturally, parts last much longer, replacements are 
much fewer, maintenance costs much less. 


In wheel bearings, use Texaco Marfak Heavy 
Duty for the same longer-lasting, effective protec- 
tion. It seals out dirt and moisture, seals itself in— 
assuring safer braking. No seasonal change is 
required. 


MORE THAN 500 MILLION POUNDS OF 
TEXACO MARFAK HAVE BEEN SOLD 


To reduce engine maintenance costs and cut your 
fuel consumption, lubricate with heavy duty Texaco 
D-303 Motor Oil, It’s fully detergent and disper- 
sive, cleans as it lubricates. 

To bring these economies to your fleet, just call a 
Texaco Lubrication Engineer at the nearest of the 
more than 2,000 Texaco Distributing Plants in the 
48 States, or write The Texas Company, 135 East 
42nd Street, New York 17, N. Y. 
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TUNE IN: 
METROPOLITAN OPERA 
radio broadcasts 
every Saturday afterncon. 
See newspaper for 
time and station. 
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“Can | lengthen the time between 
breke overhauls ?” 
With the right combination of brake blocks you can. Raybestos 
factory-packaged combinations will give you better all-around per- 
formance—good deceleration, non-fading action, and long wear. 


“Wii i meke any other savings 
with Raybestes blocks 
Yes, dynamometer and Proving Ground Tests prove that Raybestos 


; blocks will also reduce labor costs of “too frequent” adjustments, 
: costs involved in downtime and pull-ins, costs caused by drum 
damage, and extra check-up costs due to non-uniform performance. 


Te learn more about 
the savings Raybestos 
can give you, ask your 
Jobber Salesman about 
the unique Raybestos 
Fleet Engineering Plan 


AMERICA’S BIGGEST 


How 


Ask yourself these questions — you may profit from the answers 


RAYBESTOS DIVISION of Raybestos-Manhattan, Inc., BRIDGEPORT, CONN. 
RAYBESTOS-MANHATTAN, INC., Brake Linings « Brake Blocks « Clutch Facings « Fan Belts + Radiator Hose + Industrial Rubber, Engineered 
Plastic, and Sintered Metal Products « Rubber Covered Equipment + Asbestos Textiles » Packings » Abrasive and Diamond Wheels + Bowling Balls 


“Can | measure brake block 
cost by price ?” 
No. Ordinary and inferior brake blocks may cost you less initially, 
but they deliver a lot less mileage than Raybestos blocks do. With 
Raybestos blocks you need fewer relines and save on reline labor costs. 


“Will any other Raybestos products 

reduce my costs?" 
Yes, your costs can be still further reduced by using Raybestos 
Ray-Lok and Ray-Metl Clutch Facings. And, if you have light and 
medium vehicles in your fleet, by using Raybestos PGT Truck Sets 
or Raybestos Lined Brake Shoes—either riveted or bonded. 


SELLING BRAKE LINING 
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Factory seating prepares Sealed Power KromeX Sets 
for quick break-in, with immediate oil control. No long, 
oil-wasting wait while they seat themselves. The chrome top 
compression ring in every Sealed Power KromeX Set is 
factory-lapped to a light-tight finish. It settles down and 
makes itself right at home in the cylinder from the word “go.” 
That has been thoroughly proved through millions of 
road-miles of actual use. Other important factors in the 
amazing performance of Sealed Power KromeX Sets include 
chrome-faced rails on the MD-50 Steel Oil Ring, and the 
world-famous FULL-FLOW SPRING. No other piston ring 
set duplicates Sealed Power KromeX results! 


25 
MAJOR ENGINE 
BUILDERS 


use 
chrome 
top rings! 
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the Industrial 
Atlantic Seaboard 


(and everywhere else in the U.S.A.) 


more passengers ride on more 
buses equipped with 


than with any other 


AIR BRAKES! 


The locality doesn't seem to make any difference. 
Nor does the type of transit operation—for whether 
it's a city bus line serving one of the huge metropolitan 
districts of the Atlantic seaboard or an inter-city line 
linking the towns and villages of one of our vast 
urban areas, more buses are equipped with Bendix- 
Westinghouse than with any other air brakes! The 
reason for this overwhelming preference among the 
nation's bus operators is simple —Bendix- Westinghouse 
Air Brakes deliver more miles of satisfactory perform- 
ance at lower cost than any other air brakes on the 
market. Why not keep it in mind next time you 
specify brakes? 
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| 4 UTOMOTIVE AIR BRAKE COMPANY 
NERAL OFFICES & FACTORY—ELYRIA, OHIO: 


Protect Fine Engine Performance With... 


‘balanced 


anced cooling” systems for car, truck, bus, tractor, 
stationary and diesel engines. This lifetime of 
experience assures you unparalleled engineering 
design and production skill, and the widest range 
of radiator sizes and capacities. 


Too little or too much heat prevent an engine 
from giving peak performance. ‘Balanced cool- 
ing’”’ protects and prolongs fine performance. For 
over 50 years, as specialists in radiator manu- 
facture, we have been providing efficient “‘bal- 


LONG MANUFACTURING DIVISION, BORG-WARNER CORP. ¢ DETROIT, MICH. and WINDSOR, ONT. 
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Coaches Run for 
32.5 Cents Per Mile 
in Canadian 
Community of 35,000 
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@ Since mid-1949, the 35,000 people 
of Cornwall, Ontario, and the surround- 
ing area have enjoyed an advantage or- 
dinarily found only in much larger cit- 
ies. They've had a public transit system 
operated with trolley coaches as the 
principal vehicles. 

A review of five-years of trolley coach 
operation in Cornwall indicates that the 
benefits of the vehicle work in a com- 
munity of 35,000 just as they do in the 
larger cities...economy, popularity with 
riders, freedom from serious mainte- 
nance problems. 

Within a few months after trolley coach 


MANSFIELD 


operation started, riding volume on the 
lines operated by Cornwall Street Rail- 
way Light & Power Company went up 
36 per cent. Even during the sub- 
sequent years of declining riding, Corn- 
wall has held most of the riding attract- 
ed by introduction of trolley coaches. 
Cost of operation in 1952, excluding 
taxes and depreciation, was only 32.5 
cents a mile, including a direct mainte- 
nance cost of only 3.71 cents a mile. 
Almost everyone in Cornwall—rider, 
transit executive, public official, me- 
chanic—agrees that life has been better 
with trolley coaches. 


IN CANADA: CANADIAN OHIO BRASS CO. LTD, NIAGARA FALLS, ONT. 
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IN ORIGINAL EQUIPMENT SERVICE 
FIRST FOR 


Experience counts — and the 

experience records of fleet owners, everywhere, prove “top engine 

performance and lower operating cost with Zollner Pistons.’’ Here’s why! 

Zollner Pistons are specifically tailored to individual engine requirements. Engine 
manufacturers work hand-in-hand with Zollner engineers in the development of each 
piston specification, For replacement as well as original equipment, Zollner is the 
“engineer approved” piston, expertly designed and precision-made. You are always 
safe and sure when you specify Zollner for every piston job. 


ZOLLNER MACHINE WORKS ¢ FORT WAYNE, INDIANA 


i's Always THE ysed ond of all 
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Dulux Enamel keeps Gulf Coast Buses 


| 


“vacation” bright in sunny Florida 


MR. LESTER CROOK, Superintendent 


of Gulf Coast Motor Lines, knows 
that long-lasting DULUX keeps 
his fleet looking bright keeps 
sainting costs at a minimum. Says 
Ar. Crook, “By using DULUX we 
pay less for maintenance . . . get 


greater profit per bus.” 


18 out of 24 ‘Bus Transportation” maintenance efficiency award winners for 1953 used Du Pont refinishing materials. 


QU POND DULUX enamel! 


BETTER THINGS FOR BETTER ae 


5. Pat. OFF 
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Heavy day-to-day mileage, brilliant 
sunshine and corrosive salt sea air were 
the rugged conditions that the Gulf 
Coast Motor Lines had to consider 
when choosing a finish for their bus 
fleet. That’s why Mr. Lester Crook, 
superintendent of Gulf Coast Motor 
Lines, decided on Du Pont DULUX 
enamel. 

“After experimenting with almost 
every brand of finish on the market,” 
reports Mr. Crook, “we decided on 
DULUX because of its superior dura- 
bility. We found that DULUX enam- 


els hold their true color for years — 
an extremely important factor for a 
tropical climate such as ours.” 

And DULUX performs equally well 
in the shop. It flows on smoothly, hides 
remarkably, dries quickly to a high 
gloss without rubbing. This means less 
time in the shop and lowered main- 
tenance costs. 

So take a tip from Gulf Coast Motor 
Lines. Keep your fleet looking its best 
at all times with Du Pont DULUX 
enamels. E. I. du Pont de Nemours & 
Co.(Inc.), RefinishesSales, Wil.98, Del. 
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= WAGNER AIR BRAKE USERS ARE OUR BIGGEST BOOSTERS 
WadsnerElectric Orporation 
6461 PLYMOUTH AVE., ST. LOUIS 14, MO., U. S. A. 
(Branches in Principal Cities in U. $. and in Canada) 


LOCKHEED NYDRAULIC BRAKE PARTS and FLUID... WoRol ...CoMaX BRAKE LINING .. . AIR 
BRAKES... TACHOGRAPHS ... ELECTRIC MOTORS ... TRANSFORMERS . .. INDUSTRIAL BRAKES 


E. D. CARPENTER, Moinfenance Mgr. 
BLUE RIDGE TRANSPORTATION CO., WASHINGTON, PA. 


What Mr. Carpenter of Blue Ridge Transportation 
Company says is absolutely true. Wagner Rotary Air 
Compressors do last longer and provide more de- 
pendable air pressure. They build up pressure quickly, 
eliminate heat in discharge lines, stop carbon forma- 
tion in air lines and valves, and substantially reduce 
friction loss and fire hazard. All these factors are 
important to bus operators interested in passenger 
comfort, safety and convenience. 


Wagner Rotary Air Compressors are used by many 
leading bus companies. These fleet operators know 
that the ever-increasing demand for safe braking 
power to meet any stopping emergency requires them 
to install air brake systems that are safe—sure—and 
economical to operate. 


It will be to your company’s advantage—in mainte- 
nance dollars saved and increased passenger safety — 
to specify and install Wagner Air Brake Systems. 
Full information is contained in Wagner Bulletin 
KU-201A...send for your free copy, today. 
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BLUE BIRD DELUXE SCHOOL BUS 
BODY MODEL No. 53140 
24 PASSENGER CAPACITY #@ @ 


BLUE BIRD DELUXE SCHOOL BUS 
BODY MODEL No. 53210 
48 PASSENGER CAPACITY 4 ¢ 


BLUE BIRD DELUXE ADULT BUS 
BODY MODEL No. 532100 
33 PASSENGER CAPACITY ¢ # 4 


BLUE BIRD DELUXE ALL-AMERICAN oCHKOOL BUS 
72 PASSENGER CAPACITY e FORWARD CONTROL CHASSIS 209’ WHEEL BASE 


US Mar 
* March, 1954 
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= ONLY ONE QUALITY IN THE ENTIRE BLUE BIRD 4 : * 

LUE COMPANY FORT VALLEY, G 7 
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For a decade LASCO SUPER BLOX have been recognized 
by loggers and transportation companies as by far the 
BEST BUY. Why? Because they SAVE MONEY on a tough 
job. 


LASCO brake engineers, the finest in the world, have also 
the world’s unsurpassed laboratory and testing ground, 
the Western Cascade, Sierra and Rocky Mountain Roads. 
LASCO engineers strive to make the BEST brake material 
in the world—not the biggest quantity. 


And here is good news for you. LASCO PRICES HAVE 
America’s Fine BEEN REDUCED, so why buy run-of-the-mill materials 


ing, is available for oll pas When you can get LASCO SUPER BLOX at no extra cost? 
senger cors and light trucks. 


LASCO BRAKE PRODUCTS CORP., LTD. 


St. Louis Oakland Pittsburgh Memphis Kansas City Los Angeles 
213) Locust St 2615 Magnolia St. 4024 Liberty Ave 300 Madison Ave 1630 McGee St 807 E. Bth St 
FORT WORTH SAN FRANCISCO SALT LAKE City SEATTLE PORTLAND SPOKANE SACRAMENTO 
710 Florence St 9B. 12th St. «$41 So. State St 714 E Pike St. NW. 15th & Dovis 1319 W Second Ave. 1217 - 16th St 


AHER 
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CORP. LAMER SPRING & TIRE CORP. 
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Integral Type and Linkage Type... 
POWER STEERING at Its Best 


» For a wide variety of vehicles—commercial and pleasure— Ross is currently 
producing both integral and linkage Hydrapower types . . . that are among the 
simplest, surest, most economical power units yet developed. 
Fingertip steering ease—faster steering response—automatic 
cushioning of sudden jolts and jars—alert, positive steering with 
that all important feel known as road sense—all these are Ross 
Hydrapower benefits that increase driver satisfaction and safety. 
Exclusive steering specialists since 1906, Ross supplies the right gear for every 
steering need— manual or power. We invite discussion of any steering problem. 


ROSS GEAR AND TOOL COMPANY + LAFAYETTE, INDIANA 


CAM & LEVER MANUAL...HYDRAPOWER INTEGRAL...HYDRAPOWER LINKAGE 
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ACs with Patented Insulator 


are Built for Both ! 


The waterproof spark plug devel- 
oped by AC for the Ordnance 


Corps is as important to the per- 
formance of an amphibious military 
truck as the Snorkel tube which 
enables the engine to “breathe” 
when submerged in water during 
deep fording operations. The in- 
sulator of these plugs is made of 
the same material as the insulator of 
AC plugs used in trucks and buses. 


These insulators are formed of 
patented CORALOX, the greatest 


ORIGINAL EQUIPMENT ON MORE NEW 
COMMERCIAL VEHICLES THAN ANY OTHER BRAND 


spark plug development in 40 years. 
CORALOX is chemically resistant 
to the oxide deposits that result 
from the burning of leaded fuels. 
CORALOX, being exceedingly 
strong, permits the use of longer, 
thinner insulator tips which heat 
up rapidly to burn away oil and 
wet carbon deposits—the major 
causes of engine misfiring. 


You can profitably standardize on 
AC Spark Plugs with patented 
CORALOX in maintenance work. 


AC Waterproof Plug 


AC Automotive Plug 


ac SPARK PLUG DIiVvVISIton 
GENERAL MOTORS CORPORATION 
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VAN No. 562 


Today’s high-compression engines and new fuels re- 
quire highest accuracy and precision finish in blocks, 
heads and manifolds. 
WET-grinding on the No. 562 Automatic WET Surface 
Grinder is the ACCURATE, DUSTLESS-HEATLESS, 
MOST EFFICIENT WAY. 
No. 562, the all-purpose WET Surface Grinder, pro- 
vides unobstructed overhead loading . . . fast, simple, Manifolds, too, are quickly, accurately ground 
accurate set-up and leveling. It takes all work up to 46" on the No. 562. 
long and 14” wide — ACCURATELY WET-grinds all 
work FAST — with automatic feed. This means an aver- 
age head can be PROPERLY ground in a matter of 
minutes. (Six cylinder pleasure car heads average less 
than 10 minutes — floor to floor.) 
Fast, accurate WET-grinding, the Van Norman No. 
562 way, AUTOMATICALLY brings in NEW business 
— brings in NEW money. 
See your jobber for information on this revolutionary 
WET grinder. Or write Van Norman Co., Springfield 7, 


Massachusetts. Cylinder Heads are precision-finished on the 
No. 562 WET Grinder. 
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The old style top piston rings found in many 
so-called ‘‘chrome’”’ piston ring sets fail to provide 
adequate protection against wear where most wear 
occurs...in the area of highest temperature, greatest 
pressure and poorest lubrication. But, in Perfect 
Circle’s 2-in-1 Chrome Piston Ring Set, Boru the top 
ring AND the oil ring rails are plated with thick, solid 
chrome to give thousands of EXTRA miles of sustained 
power and lasting oil economy. 


To obtain the full benefit of chrome in any engine, 
new or old, install chrome at its best... Perfect Circle 
2-in-1! The Perfect Circle Corporation, Hagerstown, 
Indiana, The Perfect Circle Co., Ltd., Toronto, Ontario. 


Circle 


of ring travel. Rings pre-seated at factory, 


eliminating tedious break-in period. Alternate ‘ H ; 
HiPressure spring for badly worn cylinders, 2 mn rings 
standard of comparison 
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Its 
linders wear most at the TOP 
q ‘Chrome-plated rings retard wear) 
Thus, TOP rings must hey’ AA 
ated to retard cylinder wear 
‘ \\ / 
4 
\ 
a 
\s 
A 
s Solid chrome plating on top and bottom rings 
gives wear protection throughout entire area 
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ACF-BRILL AND TWIN COACH COULDN'T GET TOGETHER on details, so as things 
now stand Twin Coach won't purchase ACF's service parts 
division. Early reports had the sale ready to roll, (see 
Industry Briefs, p. 52.) Then a joint statement by Twin 
Coach president L. J. Fageol and ACF prexy C. W. Perelle 
revealed that the million-dollar deal was completed... 

Twin Coach was to take over on March 1. The statement 
didn't say, though, that details of the purchase still had 
to be negotiated. They weren't...and the big transfer wasn't! 


YOU CAN DIAL FOR YOUR BUS TICKETS IN CHICAGO, where Greyhound is try- 
ing out a telephone ticket delivery service at its new 
terminal. If a customef wants a ticket costing $15 or more 
he just picks up the phone, dials the terminal information 
operator, and arranges to have the tickets delivered to 
his home. ‘Hound officials know that most patrons would 
have come to the terminal anyway...but with the dial system 
the information operator can do a complete selling job. 
Deliveries now are made by sales representatives...may 
soon be made by a professional delivery service. 


YOU CAN SIP A SODA AND BUY YOUR TRANSIT PASS IN CLEVELAND, where CTS 
is using three outlets of a local drug store chain to 
sell its weekly $2.40 passes. If the experiment is a 
success, about 30 stores in the drug chain will handle 
the passes as a public service to their customers. Passes 
are sold to the drug firm on a prepaid basis, with CTS 
redeeming all unsold ones at full value. Reason for the 
unusual move is to take some of the burden off the drivers, 
who have to sell the bulk of their passes during the height 
of the Monday morning rush hour. 


SAMUEL A. MARKEL DIED AT THE AGE OF 68 IN NEW YORK CITY. Chairman 
of the Board of American Fidelity and Casualty Co., and 
of Markel Service, Inc., Mr. Markel was one of the founders 
of the National Association of Motor Bus Operators, and 
served as chairman of NAMBO's legislative committee for 
ten years. Since 1922 he specialized in insurance coverage 
for motor fleet operators. In 1930 he formed Markel Service, 
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Inc., a safety engineering affiliate of his insurance 
company. Funeral services for Mr. Markel were held in 
Richmond, Va., where he had lived since childhood. 


SANADA'S FEDERAL GOVERNMENT WON'T USE THE CONTROL IT WON over inter- 
national and interprovincial bus traffic. Despite a 
judgment of its highest court granting jurisdiction to the 
federal government, the latter pulled a turnabout and 
called a conference of provincial highway ministers aimed 
at "enabling the provinces to continue controlling all 
traffic on the provincial roads." 


'FRISCO'S PUBLIC UTILITIES COMMISSION IS STUDYING ZONE FARES for 
the Municipal Railway. PUC has voted to hire a private 
firm to survey the situation...will ask the Board of Super- 
visors for $25,000 to finance the study. Muni now has 
a blanket 15¢ fare...would keep that as a base and reach 
a 20¢ zone fare on certain express runs. 


TAX RELIEF FOR VIRGINIA TRANSIT OPERATORS may be on the way as a 

result of action by the State Legislature's House Finance 
Committee. By unanimous vote the committee approved a 

bill to repeal the 2.1 per cent franchise tax and the state 
road tax on out-of-city operations. If the bill becomes 
law transit firms would be taxed just as other non-utility 
corporations. Action by the House group came after tes- 
timony by transit officials, who declared their financial 
position was in danger unless tax relief were granted. 
About twelve big-city transit operations are affected. 


THERE'S TAX ACTIVITY IN CALIFORNIA, TOO, as Jesse L. Haugh. "Mr. Tran- 
sit" of the West Coast, charged before a State Senate 
committee that public transportation is "fettered and 
chained by high taxes." He asked for construction of bus 
turnouts on freeways; legislative distinction between 
trucks and buses; repeal of the transportation tax law as 
applied to passenger stage operations; more leeway in the 
use of bigger buses and permission for transit to increase 
fares, in an emergency, on 30-day notice. Meanwhile... 


NEW YORK STATE BUS OPERATORS PLAYED IT SAFE by having a series of bills 
introduced in the Legislature just before the deadline for 
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tossing new bills in the hopper. Purpose of the bills: to 
cover in advance any recommendations for tax relief which 
the governor's Special Transit Study Commission might 

make in its forthcoming report. Backed by the New York 
State Motorbus Association, the bills called for repeal 

or reduction of gross receipts, fuel and other taxes. 


CARBURETOR METERS TO DETERMINE FUEL AND HIGHWAY USE TAXES are being 
considered in Oregon, which now levies such taxes, but 
is having trouble administering them. Under the proposed 
plan all common carrier vehicles now subject to the taxes 
would have a meter installed ahead of the carburetor... 
meter readings would show the amount of tax to be collected. 
The meters would be locked, completely tamper-proof, and 
accessible only to state officials. 


CHAIRMAN RALPH BUDD OF THE CHICAGO TRANSIT AUTHORITY WILL RETIRE this 
month, according to reports from Chicago. Probable successor 
is Virgil E. Gunlock, present commissioner of public 
works. Budd, 74, was named CTA head in 1949 after complet- 
ing a 50-year career as one of the nation's outstanding 
railroad men. Under his administration CTA has invested 
more than $90 million in a huge modernization program. 


HOW TRANSIT CAN AID IN RELIEVING TRAFFIC CONGESTION is the subject of 
a nationwide competition sponsored by the Urban Land In- 
stitute, a non-profit research agency in the field of 
urban planning and development. Chief aim of the contest 
is to unearth some workable plans for making transit more 
attractive to the public, thus relieving the twin municipal 
headaches of declining transport systems and downtown 
traffic snarls. Details can be obtained from the Urban 
Land Institute, 1737 K Street, N.W., Washington, D.C. 


PLAIN ECONOMIC FACTS WERE LABELED "INTIMIDATION" when Houston Transit 
Co. President Carl Frazer sent a letter to all employees. 
The essence of the letter was this: no job held by any 
employee is secure unless the company gets a fare increase. 
Miffed union officials arched their backs...called the 
letter an attempt to intimidate employees. Frazer couldn't 
agree with them. He'd simply pointed out that every- 
body had a common stake in the fare increase. He also 
asked employees to stop telling passengers that the com- 
pany was on a sound financial basis and didn't need any 
increase in fares. 
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Going, Going, Gone... 
Transit’s Crying Towel! 


WE SAID IT COULD BE DONE... that transit, with the right leadership, 
could lick its problems. 


Back in 1952, when the “erying towel” was being substituted for 
forthright leadership, we said it would take “guts” . . . 


... Guts to tell the public the facts, and demand support for transit. 
... Guts to demand relief from unfair taxes. 


... Guts to dig in and do a selling job to increase riding. 


Turned out the transit industry had plenty of guts . 


leadership. Take a look at the picture now: 


.. and the right 


* The crying towel has long since been discarded. 


* The public has been literally “snowed under” by the important 
facts on transit. 


* Dozens of transit carriers are now neck-deep in all-out tax redue- 


tion fights in their communities (see page 22). 


* Many carriers are now investing in advertising and promotion pro- 
grams in the belief that riding can be increased (See story on one of 


these promotion programs on opposite page). 


The results aren’t all in yet... and won't be for a long time. 


But the pattern is shaping up... to show what can result from pro- 
gressive leadership and the will to fight. 


The American Transit Association, and the managements of progres- 


sive transit companies can take a bow. They deserve it. 


There’s still a long way to go... but let’s keep up the good fight. 


Tue Eprrors 
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VTC Ad Planning, with Public Relations 
Director Herbert Bickel (seated) going over 
layouts with ad agency account executive 
Dan Korman. Current ads shown on wall be- 
hind Bickel are part of the plan as. . 


Virginia Transit Goes All Out 
To Win Back Those Lost Riders 


By Herbert E. Bickel 


e Here at Vircinia TRANSIT COMPANY we've stopped 
talking about stemming the decline in riding. 

Instead, we're doing something about it. We’re run- 
ning a comprehensive sales promotion and advertising 
campaign with one object—to increase riding! 

The first step came last September when VTC man- 
agement, after months of study, budgeted me an addi- 
tional $50,000 for the Richmond advertising program. 

That was in addition to the annual public relations 
budget of $60,000 for system-wide operations in Rich- 
mond, Norfolk and Portsmouth. 

| want to make clear at this point that our Richmond 
test area could have no hope of success unless . . . 


We had a good foundation to work with... 


Over the years VTC has had a PR program aimed 
at four groups: 


1. Our Employees « Any PR program must start 
with a company’s own employees, so we: 


>» Hold semi-annual indoctrination meetings for all em- 
ployees on safety, courtesy, policy, etc. 


> Publish an 8-page monthly employee magazine. 


>» Send monthly letters, signed by President Warren 
Pollard, to all employees. 


> Sponsor summer picnics, Christmas parties, plant 
tours, a suggestion system, etc. 


2. Our Customers « Here are some ways VTC has 
made its problems and doings known to our riders: 
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> Printed a total of 65,000 take-ones weekly. 


> Sent out questionnaires asking for riders’ opinions 
of service, and suggestions for improvements. 


> Answer promptly all complaints about service. 


3. The Community ¢ VIC aids the community by: 


> Joining merchants in running a free fringe parking 
lot on the outskirts of Richmond. 


> Painting buses as mobile ads for Red Cross, Com- 
munity Chest and other fund drives. 


> Making available to clubs, schools and organizations 
a 20-minute film telling the VTC story. 


> Playing an active part, through our executives, in all 
worthwhile community undertakings. 


4. Information Media ¢ We have found one thing to 
be true in dealing with press, radio and TV: 

Give them plain, unvarnished, newsworthy facts and 
you'll get a fair deal from them. This was illustrated 
recently when we got huge coverage by all three media 
on the arrival of 25 new air-suspension diesels. 


Now we were ready to build... 


In the Richmond test, to be spread to other divisions 
when its success is proved, we divided the program into 
three phases, each to last four months. 

Each phase, in turn, is divided into three sections: 
consumers; merchants; business and industry. 

On the next two pages I'll show just what means we 
are using in the first phase of the campaign. 
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in the desert... the camel's a real go-getter 
But here in Richmond... the bus is better 
it even beats driving... try it and see. . 


*SAFETY, SPEED, ECONOMY 


VTC’s large interior car cards are changed once 
every month, Considerable mental cogitation goes into 
the planning of the “lead” line which leads the eye 
into the remaining copy, noting the advantages of rid- 


» TRAFFIC i 


ovorybodys problem, 


affects shoppers @ business 


t affects sales @ earnings 


| affects the place you live 


> 
, 
t offects you, your job and the 


company yeu werk for 


HELP RELIEVE TRAFFIC 
Leaue your car 


Go IC because VIC means SSE” 


ECONOMY 


SAFETY, SPEED, 


Monthly mailings of letters and posters go out each 


month to personnel directors of 544 business and in- 
dustrial firms in Richmond. Each of the posters is 
designed so that the upper half carries a message to 


with a lower half which can be torn off 
and tacked up on employee bulletin boards. The illus- 
tration above shows the lower half of one of the posters, 
with “Traffic” as the central theme. 


management, 


» 


ing the bus in Richmond. In each new monthly series 
the illustration ties into the lead line. In most cases, 
VTC advertising now features the company slogan, 
“VTC means SSE! . . . Safety, Speed, Economy.” 


Small interior bus cards are being 
this iS one of 16 used to call the public’s attention to 


specific features of the VTC opera- 
tion. The card on the left was pre- 
pared and displayed in all the new 
General Motors air suspension buses 
as they were put into service. A 
visual catch line was worked out for 
this card, “Like Riding on a Cloud,” 
accompanied by an appropriate black 
and white illustration. 


MEAN — 


withthe 


Compeny 


VTE SSE... 


SPEED, ECONOMY 


Full-page inserts go to the Richmond Retail Mer- 
chants Association for its bi-weekly bulletin. This bul- 
letin has a wide readership on all business and industry 
levels in the Richmond area. The VTC insert invariably 
carries a hard-hitting message on the value of a transit 
system to a business community. The above example 
of a VTC insert shows primary reading copy, with small 
body type dropped out because of space limitations. 
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Riding an elephant ... may give you a thrill! 


Bat ride VTC it's better still! 


will get there fast you will agree 


“SAFETY, SPEED, ECONOMY 
vTc is the modern, safe means of city transportation. Nation-wide, 


it rates high for good, dependable service. And 
ing to improve it even more 


Transit 


we're always try- 


Compeny 


REMEMBER, VIC 1S YOUR TRANSPORTATION .. . | 


THE MORE YOU USE IT, THE BETTER IT WILL GET! 


Large VTC ads appear once a month in all Richmond 
newspapers, such as the one above. Smaller ads, known 
as “in-between” ads, appear in the local papers on a 
more frequent schedule. The “riding” theme dominates. 


00 BY BUS 


«VIE means SSE!" 


ECONOMY 


Company 


Billboard merchandising plays a major part in the 
VTC promotion campaign. The Richmond public is 
urged to “Relax—-Go By Bus” in copy on several stra- 
tegically placed billboards throughout the city. 
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The primary purpose of this first phase of our cam- 
paign is to sell the public on our service as it is, and at 
the same time plant in their minds the idea that the 
more it is used, the better it will get. 

To do that, we’re using every medium that will help 
get our message across—employee publications, news- 
papers, radio, television, inside and outside bus cards, 
billboards, take-ones, direct mail and motion picture 
films. 

We're bombarding every segment of the population of 
Richmond with our message . . . and we're specializing 
it in this way... 


The General Public ¢ Humorous cartoons and jingles 
depicting means of travel in various countries are being 
used in newspaper ads. 

On television, we run the same cartoons and jingles 
as animated spot commercials several times a week. 

The radio spots are the same jingles used in the news- 
paper ads, and have the same music as the TV spots. 
But on the radio programs they're so timed that people 
hear them while driving to work in the morning traffic 
tangle. 

The keynote of this phase is “VTC Means SSE... 
Safety, Speed, Economy.” 

This slogan, along with the cartoons, is also carried 
in car cards inside the buses, and is featured on the 
outside rear of buses. 


Retail Merchants ¢ Downtown merchants, of course, 
see this “general public” phase of the campaign. 

But we reach the merchants again, and in a specific 
way, through ads in the Retail Merchants Bulletin and 
through direct mail pieces. 

These ads and mailing are semi-teasers telling the 
merchants that they and the transit company have a 
mutual problem—traffic congestion—and that their help 
is needed, 

The bottom half of the mailings are posters which 
the merchants are asked to tack up on their employee 
bulletin boards, These drive home the fact that traffic 
congestion affects business and jobs . . . that is, it 


affects everybody. 


Business and Industry ¢ Office buildings and indus- 
trial plants get short messages stressing the advantage 
of employees coming to work by bus. 

These are accompanied by large posters to be placed 
on the bulletin board, Humorous cartoons showing the 
various trials and tribulations that often arise when 
driving to work in heavy traffic are the major feature 
of these posters. 

Related jingles ending with “VTC Means SSE” are 
used to stress the point of illustration. 


Gaining Strength ¢ The entire campaign is develop- 
ing along these lines, with the ads and mailing pieces 
getting stronger as the campaign progresses. 

Although it’s still in its early stages, there are defi- 
nite signs that it’s being favorably received. 

It may be a year before results can actually be meas- 
ured, but these first results from the Richmond test 
indicate that Norfolk and Portsmouth will soon be in 
for a dose of the same PR medicine. 
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MODERN PITS feature excellent overhead lighting as well as 
flush-mounted fluorescent lighting in the pits themselves. Pit in- 
teriors are of white tile, and the floors are painted white. Note 


the side elevators which permit mechanics to get at motors easily. 
Adjoining the four service pits are three twin-post iifts and an- 
other pit containing the chassis dynamometer. 


New Million Dollar Terminal 


e CLEVELAND TRANSIT SyYSTEM’S 
Hayden Station, ter- 
minal for six CTS lines, is just about 


in full operation, 


spanking new 


The king-sized terminal, now one 
of Cleveland’s biggest, took better 
than a year to build .. . cost about 
$1 million. It provides inside storage 
for 102 buses, with outdoor parking 
room for about 29 more, 

Hayden one story, 
white masonry building 372 feet long 
and 185 feet wide with approximately 
70,000 square feet of floor space. A 


Station is a 


triple line of fluorescent lighted fuel- 
ing islands is located under a canopy 
on the southwest corner. So far CTS 
has used only two islands to handle 
the buses—all diesels—that operate 
from Hayden. 

Inside the terminal, everything is 
keyed to modern maintenance . . 


Three-Minute Service [mmedi- 
ately in front of the two inside fuel- 
ing lanes are two Buck Cyclone clean- 
ers. 

CTS figures indicate that a bus can 


be cleaned inside, fueled and watered 
in three minutes or less. 

This is in contrast to the 20 minutes 
it took a man to clean a bus before 
the installation of the Cyclone clean- 
ers. 

Right now it’s necessary for trucks 
to come and haul away the refuse 
collected by the Cyclones, but CTS 
will overcome that. They plan on 
building incinerators a short distance 
from the fueling-cleaning station. 

After the fueling and cleaning, 
which is done at night, the buses are 
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TWO AUTOMATIC WASHERS are located just inside the entry 


doors... 


. make it possible to wash a bus in about 40 seconds. The 
entire fleet at Hayden Station, consisting of 145 buses, is washed 


every day after the morning rush hour. In especially sloppy weather 
every vehicle gets another washing at night, when it comes in for 
fueling, inside cleaning and storage for the night. 


for Cleveland Transit Buses 


driven around to either the east or 
west storage sections. The former has 
a capacity of 42 buses; the latter can 
house 60, and also contains mainte- 
nance bays, tire room, battery room, 
paint shop, etc. 


Tile-Lined Pits « There are four 
cream-colored tile-lined pits with in- 
set fluorescent lighting and floors 
painted glistening white. 

Next to these are three twin-post 
lifts. An adjoining pit contains the 
chassis dynamometer so that Hay- 
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den mechanics can test a bus practi- 
cally under loaded road conditions. 

Hayden is staffed by a maintenance 
crew of 46 men, working around the 
clock, with reduced shifts at night. 
At present they don’t do major en- 
gine repairs and overhauls at the 
new station, but will do them as soon 
as necessary equipment is moved in. 

Two other features of CTS newest 
center are... 


Automatic Washers « After the 


morning rush hour is over incoming 


buses go to the northwest corner of 
the building and enter it through 
either of two lanes of automatic 
washers. 

The washers are set about ten feet 
inside the entry doors, with an elec- 
tric eye placed about five feet inside. 

As soon as the bus passes through 
the electric eye, water and soap are 
sprayed from pipes which arch over 
the bus, and huge side and overhead 
cleaning pads begin to revolve. 

The driver moves his bus slowly, 
the entire operation taking only 40 
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EAST STORAGE HOUSE is strictly for storage . . 


. can handle 42 buses at a time. A 


triple row of fluorescent lights provides near-daylight brightness. 


WEST STORAGE HOUSE accommodates 60 buses . 
service pits, superintendent's office, dispatcher's room. 


. + paint shop (right foreground), 


seconds. Another 50 seconds is re- 
quired to soap and rinse the front 
and back ends after the bus has had 
its automatic bath. 

In normal weather every bus at 
Hayden Station is washed once a 
day. In particularly sloppy weather 
they get another bath after fueling 
and inside cleaning at night. 

The second feature is... 


Paint Shop « Hayden Station’s paint 
shop has a mechanical catch on the 
inside entrance doors which throws 
an electrical switch when the door is 
opened or closed. 

When it’s opened, the switch turns 
off all power spraying equipment in- 
side the room, preventing personnel 
from walking into a paint-filled room. 


Future Plans « At the building’s 
south end are the superintendent's 
office, a large lobby, cash check-in 
room, dispatcher’s office, etc. 

At present 280 drivers are attached 
to the station to handle the 145 buses 
—mostly 5l-passenger GM’s—that 
operate from Hayden. CTS plans to 
make things pleasant by installing a 
snack bar for incoming drivers in 
the near future. 

The new station replaces the old 
Windermere car barns, torn down in 
1952 when streetcar service was re- 
moved from that street. The carbarn 
site has been leveled to make way for 
the new eastern terminal section of 
CTS’s rapid transit system, now 
under construction. The Hayden ter- 
minal is located behind this site. 

With an eye on the auto rider CTS 
is also building at the site a 600-car 
parking lot, which it is hoped will be 
used by rapid transit commuters. A 
325-foot tunnel under the railroad 
tracks will lead from the parking lot 
to the rapid transit station. 


THERE’S STILL TIME to enter 
the 1954 ME Award contest. 
Deadline is April 30... so if 
you haven’t entered your com- 
pany for this year’s Maintenance 
Efficiency awards now is the time 
to do it. Previous winners know 
how valuable ME pennants are 
for employee morale . . . for 
rider morale. So won’t you accept 
this invitation and wire, write or 
phone for entry blanks. 
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Take a fresh look at... 


Your Safety Program... 


. .. Because safety, touching every phase of your operation, is 
essentially a responsibility of management. . . to the pub- 


lic... to employees . . . to the company. 


That’s why you, as management, must keep on improving 
your safety program... adding new ideas, twisting old 


ones, always looking for new methods. 


Wuy Do SOME safety programs work better than others? Is there 
any one factor that spells the difference between a mediocre safety pro- 
gram and one that really hums? 

The editors of Bus TRANSPORTATION put these questions to Edgar G. 
Quesnel, long recognized in the transportation field as a “safety man’s 
safety man.” 


His answer could be summed up in one word: 

Management! 

But Quesnel went farther than just answering our questions. He drew 
up an entire blueprint for a safety program—with particular emphasis 
on the role management must play. 


Three-Way Payoff * For management, the rewards of a good 
safety program are important. It pays off in... 

1. Good public relations 

2. Good employee relations 

3. Higher figures in the profit column, for a dollar spent to re- 
pair a damaged bus or to pay an accident claim is a dollar lost forever. 


First of a Series ¢ That close tie-up between safety and net profit 
adds emphasis to the importance of the Quesnel safety blueprint, which 
we will present to our readers in a series of four articles. 

If you already have a safety program you can use this series as a 
check-list . . . how does your program agree . . . how does it differ? 

If you don’t already have a safety program, or are thinking of set- 
ting up a new one, you'll find this safety expert’s plan a model which 
you can use as is, or adapt to your own operation. 


Now turn the page for the first article dealing with the 
essential ingredients that make up a successful safety program. > 
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An overall plan 
Employee information 
Good organization 
Group meetings 
Records and reports 
Standard operating rules 
Incentives and awards 


Add them all up... they're the key to... 


Setting up a Safety Program That 


By Edgar G. Quesnel 


e No orHeR rNDUsTRY in the world has a greater need 
for safety than the bus industry. The commodity it 
deals with is alive, wide awake, and often critical. 

Its appraisal of your service results in what is nor- 
mally called “public opinion.” If it’s good, you benefit 

. if it’s bad, you suffer. 

lust about the most important element in forming 
public opinion is safety .. . if passengers can’t be sure 
of traveling safely on a bus they'll go some other way. 

That’s why safety must be given first place in any 
operation . .. that’s why safety is one of management's 
prime responsibilities, 

Let's assume you run a bus company that has no 
formal safety program. 

Naturally, your accident rate would be high . . . and 
so would your claims costs. A good part of your income 
would be eaten up this way . with absolutely no 
return for you, 

So you determine to do something about it . . . to 
start a safety program and cut accidents and claims. 

Or perhaps, as most companies do, you already have 
a satety program, but feel it could be improved. 

How would you go about setting up your safety pro- 
gram to make it work? Details may vary from one 
operation to another, but in general you'd. . . 


About the author .. . Edgar G. Quesnel has a 
wide background in industrial safety 
and accident prevention. He has 
been: director of safety for the 
Borden Co.; regional safety repre- 
sentative of the U.S. Government; 
director of safety, Commonwealth 


Steel Co.; U.S. Representative at 


E. S. Quesnel the International Conference on In- 
dustrial Safety; member of the 
board of directors of the Greater N.Y. Safety 
Council and of the Safety Advisory Committee 

of the U.S. Department of Labor. 
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1. Start with a definite plan... 


As management, you'd sit down with your operating 
chiefs and decide on a definite plan of accident pre- 
vention in all departments and operations. 

You’d come up with a recipe for safety which would 
include: 

1. Proper selection of drivers 

2. Thorough driver training 

3. Adequate supervision of all employees 

4, Safe equipment 

5. Adequate inspection 

6. Good maintenance 

7. Accurate accident records and analysis 
* 8. Enforced safety rules 

9. Recognition of good employee performance 

10. Safety participation by all employees. 

Without this last, employee participation, any safety 
program will fail. So your next step is to... 


2. Spread the word to all employees... 


To make the program work, management must 
throw its full weight behind it. 

All personnel should be told that they are a definite 
part of this plan . . . that this particular safety pro- 
cedure must be considered part of company policy. 

Employees should understand clearly that respon- 
sible accidents will be considered mistakes in operation 
and will be looked upon as failures in employee work 
performance. 

Bus drivers in particular must be impressed with 
this one fact: buses can be operated safely and it is 
their job to do so, 

Now you've got a plan and you've told all personnel 
about it. You have to back this plan to the hilt, but 
management alone can’t make it work. You must. . . 


3. Build a safety organization... 


Someone must head up safety activities, so manage- 
ment usually appoints one man to do the job. 
His title can be “Safety Director,” “Supervisor of 
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Really Works 


Safety.” or anything similar. His duties: 

To see that the company’s safety policy is carried out 
... to enforce management’s safety rules . . . to keep 
management advised on how the safety program is work- 
ing out and where it can be improved, 

You'll also need safety committees, which serve to 
bring each department and every employee level directly 
into the safety program. 

These, of course, may vary according to the size of 
your operation, but the following are suggested as work- 
ing models: 

e Management Committee—lts members are ap- 
pointed by the top executive to review safety policy, 
study accident trends and make recommendations for 
the safe operation of equipment and safe transportation 
of riders. 

e Departmental Committees—Usually composed of 
supervisors and foremen, its function is to deal with 
accident prevention in each particular department. 

e Employee Committee—Made up of employee rep- 
resentatives from each department, it brings out the 
safety ideas of the men who actually operate the equip- 
ment and drive the buses. Membership should be ro- 
tated frequently to give employees a sense of “belong- 
ing” through membership on an important committee. 

Each of these committees should meet once a month 
at least, and a record of their activities should be kept 
for the information and guidance of management. 

Once the committees are set up, they’re ready to go 
into action and... 


4. Add group safety meetings... 


A group safety meeting should be conducted at least 
once every month. 

The effectiveness of these meetings depends on thor- 
oughness of preparation. They must be full of action 
.. . brief and concise . . . start and finish on time! 

They can be used to start an accident prevention con- 
test . . . to point out a serious accident trend . . . to 
present awards .. . for a variety of other purposes. 

Notice should always be given to employees well in 
advance of such a meeting, either by special bulletin, 
by a letter to employees’ homes, or by publication in 
the house organ. 
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Programs should be varied in subject matter and also 
in format—lectures are good, but round table discus- 
sions bring employees into the safety act . . . give them 
a chance to express themselves. 

Now you have a plan, and an organization to put the 
plan to work, Next... 


5. Keep accurate records and reports... 


In order to keep management informed of how its 
safety program is coming along, a complete record of 
all accidents should be kept on file. 

These records should show the type, cause and re- 
sponsibility of each accident, no matter how trivial it 
might be. 

Records of themselves, of course, mean nothing. To 
be effective, they should be reviewed by management 
at regular intervals. 

Management's next step in creating a safety program 
that really works is to... 


6. Set up standard operating practices... 


Safe operating practices and procedures for every 
department are a must. That way, each employee knows 
the company’s exact safety demands for any operation 
he does in the course of his duties. 

In the case of drivers, especially, it is recommended 
that this information be recorded in a safety rule book 
bearing the company’s name. Finally . . . 


7. Spice it with incentives and awards 


Recognition for a job well done is just as important 
as criticism for one done badly. 

Therefore a system of incentives and awards is needed 
to give official recognition to those who do their jobs 
extremely well or who do more than their normal duty 
requires. 

Although incentives and awards will be the subject 
of a future article, this much should be said at this time: 

Whatever system is established must be administered 
fairly and promptly, and must carry official company 
recognition. 


Where Safety Starts ¢ Everything that I have men- 
tioned so far is a general picture of a safety program 
—and managment’s role in it. 

In the second article in this series, to appear in a 
future issue of BT, I will discuss how that role must 


start at the very beginning—the instant a job applicant 
is told, “You're hired.” 


Three more articles of this series 
are still to come. Don’t miss. . . 


e Safety Starts at the Hiring Desk 
e How to Keep Accident Records 
e The Importance of Incentives and Awards 
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WHAT'S NEW 


Oneida Unveils New 1954 School Bus 


New Diesel Nozzle Cleaning Tools 


Double Spindle Brake Drum Lathe 


A new, 1954 model conventional school bus was un- 
veiled in February by the Oneida Products Corporation 
at the meeting of the American Association of School 
Administrators, Built around Oneida’s welded frame- 
work, the 1954 model is said to offer a score of safety 
features ranging from doubly-riveted body panels to full 
six ft of headroom for full visibility. 

A two-piece safety sash, more spaciously designed 
than in previous models, is built right to the roof line to 
provide better visibility. Constructed of safety glass, 
rimmed in steel and set in rubber, the top sash provides 
a full nine inches for more safety and ventilation, while 
the lower panel is stationary to prevent children from 
poking heads or arms from the bus. New finger-tip con- 
trol panel makes operation of lights and emergency sig- 
nals almost automatic. Oneida Products Corporation, 
Canastota, New York. 


A new line of tools for cleaning all commonly used 
diesel nozzles and injectors has been developed. Stand- 
ard kits are available for the following: 

Pintle type nozzle 

Bosch and Bendix Orifice-type nozzles 
International-Harvester & Caterpillar nozzles 
Cummins Injectors 

General Motors Injectors 

Each tool is said to be suited to a specific cleaning 
operation for which standard shop equipment is not ade- 
quate. The use of these tools is said to enable mechanics 
-—-even if they have only limited diesel experience to 
clean nozzles and injectors competently, and to meet fac- 
tory-precision standards. There are 58 special-purpose 
tools which can be ordered individually or in a variety 
of assortments. Bacharach Industrial Instrument Com- 
pany, Pittsburgh, Pa. 


A new double spindle brake drum lathe for buses and 
heavy duty vehicles has recently been designed. The 
“Transfermatic” method, according to the manufac- 
turer, provides a means of boring the drum and simul- 
taneously turning the lining to the exact diameter of the 
newly refaced drum. The drum turning arbor is of 244 
in. diameter alloy steel and is said to easily handle the 
modern, heavy dual drums with tires mounted. Trouble 
usually experienced with brakes such as squeal, frequent 
adjusting, short life of lining and drums is reported 
eliminated. 

The speed selector allows an infinite adjustment from 
the lowest to the highest rpm. The speed range is from 
20 rpm to 60 rpm. Rigidity of the machine and close up 
spindle design allows fast machining of badly grooved 
drums, which seldom requires more than one cut. Wa- 


dell Eqpt. Co., 119 So. Ave., Garwood, N. J. 
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U. S. Rubber Offers 
New Porous Upholstery 


A new line of breathable vinyl 
upholstery for use in transporta- 
tion seating has recently been an- 
nounced. The new upholstery is 
said to assure complete seating 
comfort when used over foam rub- 
ber cushioning or deep springs. 

Breathable Naugahyde is made 
on new machinery developed in the 
rubber company’s Mishawaka In- 
diana plant, so the porous, breath- 
able feature is part of the basic 
construction, The upholstery comes 
in 30 yard rolls by 54 in. U. S. 
Rubber Co., Mishawaka, Ind. 


_ New Line of Heavy 
Duty Open End Wrenches 


A new line of heavy duty open 
end wrenches for use with detach- 
able tubular handles is now being 
offered. The series consists of ten 
wrenches with a size range of 7g 
in. to 14% inches and three differ- 
ent length handles. 

These wrenches have been de- 
signed for heavy nut turning, es- 
pecially on jobs where box types 
wrenches cannot be used. All of 
the wrenches have a spring mount- 
ed locking button which fits into a 
hole in the tubular handle. Snap- 
on Tools Corp., Kenosha, Wisc. 


Concentricity Gage 
For Injector Tips 


To check concentricity between 
the injector tip and injector nut 
after assembly, an injector tip con- 
centricity gage has been devel- 
oped. The gage is applicable to in- 
jectors used in GM 71 diesel en- 
gines. The run-out of the injector 
spray tip may be measured to the 
required 0.008 in. by placing the 
assembled injector in the gage, set- 
ting the dial indicator at zero, ro- 
tating the injector in a complete 
circle and noting the total reading. 
Kent-Moore Organization, Detroit 
2, Michigan. 


Here are some other 
NEW PRODUCTS that are 
described more fully in 
another part of this issue. 
Don't miss them .. . 


@ Rolling Step Ladder —new all 
steel! automatic action safety step 


ladder p. 108 


e Air Reduction Torches — style 
400 for light welding and brazing 
operations, style 300 for oxyacetylene 
burning or welding of lead products 

p. 114 


e@ New Welding Electrode — de- 
signed to weld cast iron without the 
necessity of preheating p. 115 


@ Low Cost Cleaning Machine — 
said to be capable of discharging 
150 gal of balanced cleaning solu- 
tion per hour p. 117 


© Body Shop Tool Kit — featuring 
a light weight heavy-duty air hom- 
mer. p. 119 


© Stop and Turn Signal Lamps — 
with a design principle thot will make 
them vapor and explosion-proof........ 
p. 119 


@ Dual Pumps — three new dual 
pumps of 25, 35, and 45 g.p.m. rat- 
ings which are equipped with 1/3, '/2 
and % hp motors p. 120 


Continued on next page 
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WATER SEPARATOR AND FUEL FILTER are put on a bus for a test run. At lower 
right is accomulator tank to catch separated water. To prove it worked... 


— 


A 


WATER GOES IN... 
are added to fuel as test starts. Then... 


7 quarts of water 


WATER COMES OUT.. 


7 quarts of water are drained from tank. 


. as test ends cil 


New Water Separator 


A newly developed water separator 
and fuel filter said to remove 100 per- 
cent of water from diesel and other 
fuels recently was demonstrated in a 
100-mi test run. 

The bus used in the test run was a 
standard GM model 4-7] parlor type 
diesel, Besides the new water separa- 
tor and filter it had a special accumu- 
lator tank in which the water to be 
separated from the diesel fuel was 
collected, A hose connected the sump 
of the filter and the accumulator tank, 

Prior to the 100-mi trial run, the 
bus fuel tank was completely drained 

then filled with 25 gal of diesel 
fuel to which 7 quarts of water were 
added. The water content in the fuel 


was 7.4 percent. The test included 
two stop over periods and city and 
open country driving at various 
speeds, 

These were the claims after the test 
was finished: 
e All 7 quarts of water were drained 
from the accumulator tank. 
e No moisture remained in the fuel. 
e In the next month the bus ran 15,- 
000 mi with no trouble from clogged 
or burned injectors, aor any other 
trouble caused by water in the tank. 

The test run was conducted jointly 
by Missouri Pacific Transportation 
Co, and Fram Corp., filter manufac- 
turers, Providence, R. 1. 

Continued on page 108 


New Literature 


The following have been se- 
lected as particularly worthy of 
your attention, and condensed 
for your convenience. 


Mechanical System Bulletin 


A new mechanical system incor- 
porating a rack-like flexible cable 
within a smooth rigid conduit is de- 
scribed in a new 16 page bulletin. 

Included in the bulletin is a four- 
page section on actual Teleflex appli- 
cations, including a bus accelerator 
and transmission control, and a pole- 
mounted power switching device. 
Copies are available on request from 
Teleflex Inc., Dept. Y, 125 S. Main 
Street, North Wales, Pa. 


Transit Maintenance Topics 


A method by which worn or dam- 
aged bus engine flywheels can be sal- 
vaged at minimum expense has re- 
cently been described in a new bulle- 
tin. 

The bulletin illustrates how a $137 
flywheel can be completely renovated 
for $25.75. Bulletin copies may be 
secured by writing Trans-Main Cor- 
poration, Kent, Ohio. 


Blind Rivets Catalog 

A new 12-page catalog describing 
in detail the complete line of Cherry 
blind rivets is now available. The new 
catalog includes information on ap- 
plications, mechanical specifications, 
types, descriptions, and a list of stock 
blind rivets available. Townsend Com- 


pany, Cherry Blind Rivets Div., Santa 
Ana, Calif. 


New Service Tool Guide 


A completely new service tool guide 
for all GMC gasoline and diesel pow- 
ered vehicles, both light and heavy 
duty, has recently been released. 

Designed to help the service man 
find the special service tool he re- 
quires to do any job in the shortest 
time with the least amount of effort, 
the 52-page illustrated guide contains 
descriptions of tools and their appli- 
cations. Kent-Moore Organization, 
Inc., 5-105 General Motors Bldg., De- 
troit, Mich. 
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‘GUM VENDING MACHINES on 60 of Springfield City Lines 


buses are returning a neat little profit to the company. 


Springfield Gets 
Extra Revenues 


e REVENUE IS REVENUE, no matter where you get it. 
That's what President Chester Baker of Springfield City 
Lines (Ohio) said when he equipped his fleet of buses 
with gum vending machines. 

“And it’s a profitable idea,” Chet Baker says. “We've 
been testing this as a method to supplement fare reve- 
nues. The results are interesting and convince us that we 
have found at least a partial answer to the transit indus- 
try’s problem.” 


The Machine e [he installation of penny gum vending 
machines on SCL buses is under a “pilot” contract with 
Automatic Mobile Vendors of Springfield. 

The machine is sturdy and compact, 16 inches high 
and 10 inches wide, and weighs about 20 pounds. It 
mounts with special grommets to absorb all vibration, 
and is adaptable to almost any location in the bus. SCL 
has mounted theirs on the stanchion at the center exit 
doors. 

The installation at SLC started with one machine in 
February 1953. By Nov. 1 a total of 60 buses were 


* 
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equipped with one machine each. The entire fleet in city 
service numbers 65 buses. 

The vending company used the Springfield City Lines 
buses as an initial testing ground for the idea. 


The Contract e As a result of this, a somewhat special 
agreement was entered into wherein SCL receives a com- 
mission of 15 per cent of gross sales. The vending com- 
pany retains ownership of all the vending machines, and 
has assumed all operating and servicing responsibility, 
including insurance. 

For the relatively smaller transit properties, such as 
SCL, the vending company would ordinarily sell the 
machines outright. This is more advantageous to transit 
companies, since they would realize larger revenues and 
profits by owning and servicing the machines themselves. 

Under its agreement with the vending company, SCL 
can make an outright purchase of the machines presently 
installed in their buses. The company contemplates such 
purchase in the near future, 

For fleets involving 200 or more buses, it is under- 
stood the vending company will install and service ma- 
chines on the commission plan, as in the case with the 
SCL contract. 

According to the latest information, Automatic Mobile 
Vendors, which is located at 605 First National Bank 
Building, Springfield, will negotiate direct with transit 
companies for their requirements. 


The Results e¢ Consumer reaction to the vending ma- 
chines on SCL buses has been highly favorable, accord- 
ing to President Chet Baker. The machines are produc- 
ing especially good sales on buses used on school and 
factory runs. Reports have even seeped into the transit 
company that young children have urged their parents 
to take them for special rides on SCL buses so that they 
could buy gum. 

Since SCL installed the machines one by one over a 
period of nine months, they have encountered difficulty 
in determining the average productivity of each machine. 

However, since November 1, when the sixtieth ma- 
chine was installed, the transit company figures that 
sales of each machine have varied anywhere from $3,00 
to $6.00 per week, depending on the line and number of 
times each bus is not in operation as the result of main- 
tenance repairs and inspection. 


Dollars and Cents ¢ Chet Baker illustrates it this way: 
assume a particular machine is enjoying $6.00 per week 
in gross sales. The company commission at 15 per cent, 
which is pure gravy, amounts to $.90. 

However, Baker points out, if the company owned the 
same machine and purchased the supplies from the vend- 
ing company, the weekly profit from the same machine 
with gross sales of $6.00 per week, would be $2.75. 

That’s why SCL is contemplating outright purchase 
of all the machines now installed on its buses. 

Chet Baker is convinced he’s on the right track in try- 
ing to solve the problem of stepped up revenues. 

And he’s also convinced that the vending machine 
idea holds profitable possibilities for many other transit 
companies besides his own. 
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AN EXPRESS TROLLEY BUS SPEEDS DOWN THE CENTER LANE ON A SEPARA 


e INDIANAPOLIS RatLways has begun 
an express trolley bus service for 
rush-hour passengers. It’s the first 
such service of its kind. 

[he Indiana company uses the 
same set of crosswires ... has strung 
a separate set of power lines down 
the center. Trolley buses can now 
switch from one set of lines 
to the other at specified 
points by using power-on, 
power-off switches. 

Since rush hours fall at 
regular times with most of 
the passengers going in one 
direction, only the one set 
of wires is needed. Inbound 
express trolley buses use the 
lines in the morning... 
outbound expresses use them 
at night. 

Indianapolis thinks this 
service may be the way to 
win back the riders it has 
been losing to the automo- 


Trolley Buses Travel Express 


After careful preparation IR start- 
ed modestly, Beside the trolley bus 
line, three motor bus lines were chos- 
en for express service. It’s been done 
with buses before but not with trol- 
ley buses. At least not in this way. 
And at Indianapolis, trolley buses 
accounted for just about half of the 


NEWSPAPER ADS with eyecatchers like this let IR riders 
bile, know the important points of the new service. 


TE SET OF WIRES. NO NEW POLES WERE NEEDED. 


15,000,000 miles traveled by IR ve- 
hicles last year. 

Indianapolis Railways wants to 
avoid the pitfalls other firms have 
run into ... some of the drawbacks 
in its own past express experiments. 
For results, IR is making sure: 
1—Extra fares aren’t collected. This 
time express vehicles are part 
of the regular schedule. Mile- 
age increases come when the 
passenger peak demands 
them. 
2—Double service is elimi- 
nated, too. It’s automatic 
since expresses are scheduled 
in regular operation. 
3—Drivers are educated. Op- 
erators have been issued in- 
struction manuals explaining 
every phase of the service. 
They have been told repeat- 
edly of the importance of 
their jobs in explaining the 
service to passengers, 
4—tThe public is told, too. 


TRANSPOREATION 
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POWER-ON, POWER-OFF SWITCH ALLOWS EXPRESSES TO SHIFT TO CENTER WIRES. 


With New Wiring Idea 


IR has freely used newspaper ads 
and giveaway leaflets to let the pub- 
lic know everything about the new 
runs, 

In addition, until the riders are 
thoroughly familiar with the service, 
express operators are required to say 
in a clear, pleasant voice: 

“This is an express bus and does 
not stop between here (start of ex- 
press zone) and Blank Ave. (end of 
express zone). Anyone who wants to 
get off before Blank Ave. please ask 
for a free transfer and catch the next 
local bus. No stops will be made in 
the express area.” 


Clearly Marked « Trolley buses 
and motor buses running express are 
specially tagged to avoid mistaking 
them.for locals. 

Expresses can be identified by a 
flashing white light on the outside 
corner of the vehicle and by attrac- 
tive yellow and black plastic signs 
in the windshield and right front 


March, 1954 


window. A button switch on the dash 
is used to turn the light on and off 
—flashing with the outside light or 
glowing if the express marker is 
burned out. 


Picked One Line ¢ Indianapolis has 
only mapped out one trolley bus 
route for express service so far... 
already plans more. The one it picked 
is its longest. Operating along East 
Washington Ave., the express trolley 
buses run first local then express and 
finally local again, 

Outbound expresses during the 
evening rush hour leave downtown 
Indianapolis as locals picking up 
passengers but not discharging them. 
Upon reaching the express area, ex- 
presses switch to the middle set of 


wires and continue non-stop a little . 


over three miles. After reaching the 
end of the express area they become 
local once again and continue to the 
end of the line. 

Outbound locals during the same 


period pick up and discharge pas- 
sengers in the downtown local area 
as well as in the express area. But 
when they reach the outer end of the 
express area they return to the city 
instead of continuing to the end of 
the line. 

Express and local trolley buses 
both run as locals when making the 
return trip in the evening. For the 
morning rush hour the procedure is 


reversed, 


Fare Collection « No trouble is ex- 
pected in collecting fares under IR’s 
new zone system. Long haul passen- 
gers will always be traveling in two 
zones and will continue to pay 20 
cents. Riders boarding and alighting 
in any one zone will pay 15 cents. 

Passengers praised IR’s new serv- 
ice when it went into effect on Jan. 
18. They got to the city’s center in 
record time. And to make sure things 
went smoothly, IR supervisors were 
among the early-morning riders on 
the first day. 

In the early stages IR passengers 
are saving about eight minutes a 
trip through the elimination of 20 
stops. Traffic conditions play a large 
part. But to help further in speeding 
service, Indianapolis reported, no 
time is lost in handling zone checks. 
All long haul passengers are traveling 
in two zones automatically, The fact 
that passengers can be discharged 
from front and rear doors is another 
big factor, IR feels. 

Once drivers become accustomed 
to their new runs and when riders 
get used to boarding the right bus as 
a matter of habit, Indianapolis sees 
an even greater saving. 

There is one small drawback to 
IR’s plan. Passengers who get on ex- 
press buses while they’re running as 
locals where no other local service 
is provided have to get a continuation 
transfer if they want to get off in the 
express area, But locals run with lit- 
tle headway so there is little waiting. 

Not only will Indianapolis officials 
be watching the plan, but trolley 
coach operators from all over the 
country are expected to look at it 
carefully, And not from the riders’ 
viewpoint only. The new trolley bus 
express service requires no major 
construction or new poles. It means 
better service . . . more riders, but 
just as important, it means operat- 
ing savings too, 
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20 minutes a day and a stiff downtown parking 
fee... | don’t have to fight traffic, either.” 


lor 


do You Go Transit 
Servicg 


.. going by bus saves me about * 


Phote by Koester 


by transit because... 


going by bus is safe, economical and 
gives me direct downtown service. And if 
| start home by 4, there’s no rush, either.” 


wes 


Why do you Go Transit 


sane us 


stoe,r 


Zack 


ey. “f've been in many cities, and nowhere are 
the buses and streetcars as modern and well cared 
for as in St. Lowis. | ride transit often because 

to me it’s both relaxing and the most convenient 
way to get from place to place”. 
CHUCK NORMAN 
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Plain folks are the key to the carcard campaign of 


St. Louis Public Service. PS uses space in its own buses to good advantage. 


It gets testimonials from the people who ride . . . the best kind 


of salesmen to have on your team. Here’s how . . . 


Riders Sell Transit to Each Other 


e CARCARDS PLAY an important role in bringing revenue 
to any operation. But at St. Louis Public Service they 
have another job . . . they plug the company. 

Now in its second half-year, Public Service's testi- 
monial carcard campaign combines human interest ap- 
peal with a direct transit selling message. The cards 
aren't just used to fill empty spaces. 

Typical of the approach in the series is a card which 
includes a photograph of a 20-month-old child and leads 
off with the heading: “Here’s my fifth reason for riding 
transit.” 

The message from the baby’s father reads; “With a 
family of five, you have to watch every penny. I ride 
the bus because it’s cheaper than driving and parking 
my car.” 

It’s got a punch and, what’s more, it sells transit to 
the occasional rider. 


It Serves a Purpose e S. Carl Robinson, secretary 
and treasurer of Public Service, who directs the com- 
pany’s public relations and advertising, said the series 
was developed in the belief that “a testimonial cam- 
paign can be utilized to say all the things we want to say 
and to sell the things we want to sell, with the added 
advantage of someone else saying and selling them.” 

Robinson outlined the basic points that are followed 
with each card in the series: 


Use Ordinary Citizens e This is in contrast to the 
“leadership principle” in testimonial advertising. Famous 
people are okay for most product testimonials, but PS 
feels they don’t quite fit in the transit picture. The PS 
card emphasizes ordinary citizens with the thought that 
their use of transit will be “more believable” to carcard 
readers. 

On two occasions, however, the “ordinary citizen” 
approach has been supplanted by volunteer testimonials 
from prominent St. Louisans. 

Each card closes with a line reading: “Why do you go 
transit? Send us your story.” 

The letters received from Public Service customers 
after the campaign started included one from a popular 
local radio disc jockey and another from the president 
of a leading St. Louis opticians’ firm. Both were used. 


Use Headlines With Human Interest Appeal « 
Public Service has used the “stopper” to good advantage. 
This is an attempt to increase readership and interest in 
the series. 
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It has resulted in such lines as “I like the EASY way.” 
“I'm saving $210 a year.” “Here’s my fifth reason for 
riding transit” and “I’ve been in some big towns.” 


Use Simple Believeable Copy « Although testimonial 
copy is largely determined by the information supplied 
by the riders, every attempt is made to keep the testi- 
monial short and sim le and to avoid excessive praise. 

Each card makes onty one or two selling points—such 
as saving money, saving time or commenting on the qual- 
ity of PS equipment, on safety or on traffic and the park- 
ing mess in St. Louis—and facts are used, whenever pos- 
sible, to support the testimony. 

Each card includes a portrait photograph of the pas- 
senger—donated by St. Louis studios in return for a 
“credit line” on the card—and a small atmospheric 
sketch to illustrate the testimonial. 

“We started the campaign on inside carcards,” Rob- 
inson said, “in order to experiment with it at low cost. 
Now that its success is apparent, we can more intelli- 
gently consider its use in other media.” 

Each passenger gives his or her testimonial without 
any advance thought of compensation, other than the 
legal requirement of $1.00 for an endorsement release. 
But after a testimonial is obtained, PS sends each pas- 
senger a weekly express permit for four weeks as a ges- 
ture of appreciation and thanks. 

The company’s express permit sells for 85 cents and 
provides for unlimited 10-cent rides on all local and ex- 
press service during the week of issue. 

Although carcards can’t reach non-riders, there are a 
number of sales and institutional objectives which justi- 
fy the campaign. An effective carcard campaign can— 
e Help maintain present riding levels. 

e Encourage occasional riders to become regular riders. 


e Encourage present rush-hour riders to use transit at 
night and on week-ends . . . encourage shopper riders 
to avoid the rush hour. — - 
e Help create the feeling that transit riding is both “so- 
cially acceptable” and the “smart” (intelligent) thing to 
do. This feeling may be carried by the passengers into 
their homes and elsewhere with some plus values in at- 
tracting new riders. 
e Help to boost operator morale-—-as any transit sales 
program will. 

PS seems satisfied that the campaign is working. Rider 
reaction is good .. . a sign, perhaps, that wandering 
riders will come back to the transit fold. 
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THE CONSULTING DEPARTMENT 


A question and answer department devoted to industry maintenance problems 


© This department is designed to assist readers seeking 
expert opinion on some particularly knotty maintenance 
problem. Here are some recent reader opinions on. . . 


Front End Geometry 


QUESTION « What practices do others follow in the inspection 


and correction of front end troubles? 


We use a “stick gage” and set front wheel toe-in from 


zero to 1/16 in. Are we wrong???? Should we set alignment 


with a weegee board and thus compensate for variation in 


king-pin wear, caster, camber, ete. Does wheel balancing pay, 


on buses which operate in city and interurban service? 


ANSWERS... 


90,000 Miles per Tire e “We have 
not en ountered an excessive amount 
of front end trouble. We use a ‘stick 
gage’ and adjust toe-in between 1/16 
and 1% in. A toe-in check is made at 
our 3,000 mile inspection. Front ends 
are rebuilt when inspection indicates 
that such maintenance is necessary. 
Our tire average on new tires is ap- 
J. L. Os- 
born, Supt, Eqpt., Houston Transit 
Co., Houston, Texas. 


proximately 90,000 miles.”’- 


Balance Needed on Some e “We 
do use a ‘weegee’ board in our new- 
est garage. This is used as a check be- 
fore sending buses through the city’s 
safety inspection lane. Occasionally 
we use the ‘weegee’ to check up when 
trouble is reported, In our main in- 


spection station we use the ‘stick 
gage’ to check toe-in, At this ‘time 
we also check for worn steering 


knuckles and other parts. We have 
not felt the need for anything more 
elaborate in the way of equipment 
for checking the steering geometry. 


“With respect to balancing, we 
have one -series of buses which is 
rather sensitive to out - of - balance 


tires. We have one of the relatively 
simple static balancing tools which 
we employ when a driver complaint 
indicates trouble. Our tire mileage 
contractors seem to be satisfied with 
R. Wright, Supt. 
Egqpt., The Cincinnati Transit Co. 


our equipment.” 
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He’s Had It ¢ “Front end trouble! 
I’ve had it too. I’m sympathetic but 
can’t help much from here, In check- 
ing the front end we use the ‘stick 
gage’ except in aggravated cases of 
maladjustment, in which instances 
we use a Micro-liner. Apparently, 
front end troubles on some proper- 
ties have reached epidemic propor- 
tions. The thing to do is try to keep 
it from getting a head start—and that 
is easier said than done, for in some 
instances the ‘complications’ are very 
hard to diagnose.”——-Claude Timblin, 
Manager Maintenance, The Y oungs- 
town Municipal Railway Co. 


Stick Gage Inaccurate « “We have 
found the ‘stick gage’ an extremely 
inaccurate device for dealing with 
present transport type tires with the 
kind of wheels we obtain currently. 
The tire manufacturers allow for a 
certain amount of runout in the tire 
itself and, in addition, the wheel man- 
ufacturers allow for a small amount 
of run out, Consequently, when tires 
are operated for a period of time, the 
constant pounding on the roadways 
results in tire stretching in some 
areas. When all of the above factors 
are taken into consideration, it is 


_quite obvious that a stick gage meas- 


urement might indicate 1/16 in. of 
toe-in whereas the tires actually might 
be toeing out as much as 4 inch or 
toeing in as much as 4 inch. 

“We have found that the only way 
accurately to check toe-in is by means 


of one of the gages which first scribes 
a line around the center of the tread 
of each front tire as the tire is slowly 
rotated, after being jacked up just 
sufficiently to clear the floor. The dis- 
tance between the scribed marks is 
then measured on the forward side 
of the tire and then to the rear of the 
axle. This is the only method of which 
we know by which it is possible to ob- 
tain an absolutely accurate toe-in ad- 
justment.”—Floyd Patras, Manager 
Maintenance, Southwestern Grey- 
hound Lines, Inc., Dallas, Texas. 


Balance Highly Important e “We 
use a ‘weegee’ board and prefer it 
because it checks alignment with the 
wheels under load. 

“The importance of wheel balanc- 
ing cannot be over emphasized, Most 
writers on the subject point toward 
its effect on tire life, however, the 
rate of king pin bushing wear and 
the lasting effect of a grease job are 
directly related to wheel balance. Al- 
though out-of-balance conditions may 
not be noticeable at lower speeds, 
they are there just the same and they 
still affect the life of the front axle 
and body.”—H. A. Grenert, Supt. 
Egqpt., The Cincinnati, Newport & 
Covington Railway Co. 


Tires Average 85,000 ¢ “We be- 
lieve that satisfactory toe-in adjust- 
ment can be procured with a ‘stick 
gage’ if certain precautions are ob- 
served: 1—There must be no wheel 
wobble. 2—Toe-in adjustment must 
be made with weight of vehicle on 
the wheels. 3—Wheels should not be 
jacked up prior to making toe-in ad- 
justment. 4—Should it be necessary 
to jack up vehicle, the vehicle should 
be moved before making the toe-in 
check. 5—If change greater than 4 
in, toe-in is made, the bus should be 
moved during adjustment to permit 
wheels to seek normal position. 

“We do not check caster or cam- 
ber on a regular schedule and we do 
not balance front wheels since we do 
not think it necessary in city service. 
Our average tire life is approximately 
85,000 miles.”—K. M. Kendall, Supt. 
Eqpt., San Antonio Transit Co. 
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NEW SPECIAL HEAVY DUTY WHEEL 
BALANCER by Bear Manufacturing Com- 


pany provides shaft speeds 310 to 620 rpm. 


Balance is Important e “For our 
particular equipment and operation, 
a front wheel toe-in of from 0 to 1/16 
inch seems to be most satisfactory. 
The check should be made always 
with the weight of the coach resting 
on the tires. 


“We do not use a ‘weegee’ board 
but instead use a Bear toe-in gage and 
radius plates with a Bender caster- 
camber gage. Thus far we have not 
found it necessary to make any alter- 


ations from the coach manufacturer's 
recommended specifications. 

“Wheel balancing does play an im- 
portant part in tire life. While it is 
possible to balance the tire, we do 
not find it economically practical, On 
our property we balance only the 
brake drum and wheels separately 
to permit interchangeability. Wheels 
which are badly out of balance will 
wear two flat spots on the tire—not 
opposite each other but about one- 
third of the circumference apart. This 
results not only in prematurely worn 
out tires but also accelerates the need 
for extensive front end maintenance. 

“Front alignment is checked each 
time new tires are installed on a 
coach or whenever the coach has been 
involved in an accident or because 
misalignment is suspected because of 
a tire wear pattern. Other things be- 
side front end geometry enter into 
tire life, we have found. These in- 
clude spring sag, improper wheel 
bearing adjustment and faulty or un- 
balanced brakes. Heel and toe wear 
on tread design, for example, is trace- 
able directly to a bad braking condi- 
tion.” F, Tipton, Supt. Eqpt., San Di- 
ego Transit System, San Diego, Calif. 
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Can You Help Provide the Answers 
To These Questions ? ?? 


WHAT IS ROAD FAILURE?—Answers to this question are legion and it 


would be beneficial to all if a standard definition could be developed. 
On our property a road failure is charged when a coach fails to 
complete an assignment. What yardstick do others use to determine 
the following: 

e@ when a road failure is chargeable to “maintenance” 

e when it is chargeable to “operation” 
When a coach is replaced at end of run for any reason but no actual 
delay has occurred, do others consider this a “road failure”? Do 
other properties distinguish between “road failures”? Do other 
properties distinguish between “road failures” and “road delays’’? 
What is your company’s definition of a “delay” and of a “failure”? 


HOW OFTEN DO YOU DRAIN?—Have you recently extended or do you plan 


to extend the crankease drain period? Currently, at what mileage 
are crankeases drained and oil filter elements renewed? What make 
filter element is used? 

What type engine oil do you use? Have you had any experience with 
fortification of crankease oil between draining intervals and if so, 
what “additive” is used? 

At what interval are buses greased and has the greasing interval 
been extended recently or do you plan to extend it. What type lubri- 
cant do you find most suitable for chassis lubrication? How often 
are wheel bearings packed and with what grease? At what mileage 
is differential lubrication changed? 


WRITE NOW!!!—When answering any of above questions or in submitting 


questions of your own, please address your letter to the Editor, 
Consulting Department, BUS TRANSPORTATION, 330 West 42nd St., 
New York 36, N. Y. 


Balancing Essential « “We use a measurement. The Stewart - Warner 


‘stick gage’ manufactured by the 
Snap-On Tools Corp., Kenosha, Wis. 
to check toe-in our our buses, We set 
toe-in at 1/16 in. We have tried other 
types of ‘stick gages’ but we find the 
Snap-On the most dependable. 

“In our experience, wheel balanc- 
ing is essential to a reasonable tire 
life. We use the Bull’s Eye Wheel Bal- 
ancer made in Tulsa, Okla.”——-R. San- 
ford, Maint. Supt., The Bristol Trac- 
tion Co., Bristol, Conn. 


Balance Wheels for Longer Life 
e “We use a stick gage to set front 
wheel alignment. Manufacturers’ 
specifications are used for our toe-in 


electronic wheel balancer is used for 
balancing wheels on the job. This 
method assures us of a complete bal- 
ance job of not only the rim and tire 
but also the brake drum and hub cap. 
“Balancing wheels will give longer 
tire life and also eliminate wheel 
shimmy. A balanced front end fur- 
thermore will give longer life to the 
steering box, steering shafts and tie 
rod ends.” —Walter E. Davis, Supt. 
Eqpt., Cleveland Transit System. 


Dislikes Stick Gage « “The writer 
with the front end geometry problem 
answers his own question when he 

Continued on page 113 
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NBTA Leaflets can 
Help Lick Travel Tax 


e Tue success of the bus industry’s all-out war on the 
15 per cent Federal transportation tax will depend to 
a great extent on how well individual carriers coop- 
erate with NBTA’s plan to distribute copies of the 
above leaflet to every purchaser of a bus ticket. 

\ll other forms of common carrier transportation 
are behind this move, as well as the bus industry. It 
appears to be the best organized attempt so far to 
develop an effective public sentiment on a national 
level against this tax. 


\t the present time, a reduction of the travel tax 


from 15 per cent to 10 per cent, rather than outright 
repeal has gained considerable support in the new ses- 
sion of Congress. Latest suggestion on this has come 
from Speaker Martin, who advanced the idea that a 
limit of LO per cent should apply to all excises, except 


those on liquor and tobacco. 

Even though outright repeal is the ideal most de- 
sired, a substantial reduction is a step in the right 
direction. At any rate, progressive intercity operators 
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advocate that the industry should bring to bear all 
the pressure possible while Congress is in a tax re- 
duction mood, 


NBTA Leads the Way ¢ Under Chairman Phil 
Campbell’s leadership, NBTA has had printed well 
over a million of these leaflets, which are available to 
intercity bus carriers at a price between 76 cents and 
$1.06 per thousand, depending on the total quantity 
ordered. 

Non-members, as well as members, of NBTA can 
purchase these leaflets. 

Support for the repeal or reduction of the 15 per 
cent transportation tax has got to come from the public. 
The only way to get that support is to impress on every 
purchaser of a transportation ticket that he’s paying 
15 per cent more for his ticket than he should be paying. 

Widespread distribution of the leaflets to every pur- 
chaser of a bus ticket will help get that point across. 


Carriers Step up Promotion 
of Package Express Service 


e A NUMBER of intercity carriers are beginning to 
develop their package express solicitation along hard- 
hitting business lines. Several carriers have recently 
published and distributed promotion folders which are 
beginning to pay off in increased package express busi- 
ness. 

For instance, Northland Greyhound has recently 
published a smartly designed “Package Express Guide” 
in a three-page folder. It presents the advantages of 
shipping by bus, sets forth sample tables of rates and 
taxes. Included is a map of Northland’s operations, 
with a complete list of stations served. Most important, 
it explains clearly how to compute express charges for 
any specific shipment. 


Another Example ¢ Dixie Greyhound has also put 
out promotion literature outlining the advantages of 
their package express service. Dixie’s brochure includes 
rate sheets applicable to each state, an index of cities 
and towns served, and information concerning size and 
weight limitations. 

Dixie has distributed the brochures to prospective 
shippers along the routes served. Shippers are told that 
any additional information can be obtained from local 
Dixie agents. 

These two carriers are among a growing number 
who believe that “hit cr miss” methods of promotion 
will not sell package express service. Hard-hitting sales 
campaigns are called for, with a well-designed promo- 
tion brochure as the first item in the sales kit. 
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SUMMER RIDING got a boost at Orlando as the result of a 
“Daily Prize" cooperative plan between OTC and local merchants. 
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Daily Prize Sells 
More Transit Riding 


e PROGRESSIVE transit companies are continually on 
the lookout for effective ideas to promote more riding, 
particularly during the non-rush hours. During the 
past few years a number of cut-rate and “premium” 
ideas have been tried, many with fair success. 

Sidney Swope, president of Orlando Transit in Flor- 
ida, has never been one to let the grass grow under 
his feet. He’s used a number of promotion stunts to 
step up his off-peak riding. Here’s his latest one, in 
this case used to stimulate riding during the summer 
months, the off-tourist season in Florida, 


The Plan ¢ The latest Orlando Transit promotion idea, 
carried out in conjunction with Orlando merchants, was 
a “Daily Prize.” The prize, a $15 gift certificate, went 
to the holder of that day’s “lucky” ticket, 

Each day during the summer passengers boarding 
an in-bound bus between the hours of 9 a.m. and 4 p.m. 
were given a ticket carrying the name of a particular 
store. Passengers wrote their name, address and tele- 
phone number on the back of the ticket and dropped 
it into a special box in that particular store. 

Drawing for the winning ticket was held in the 
store sponsoring the ticket for that day. 

The cost of the gift merchandise was divided equally 
by the merchant and Orlando Transit. The transit com- 
pany printed the tickets and distributed them to the 
bus drivers, keeping a record of the serial numbers of 
the tickets given to each driver. 


Profitable Deal « This cooperative promotion idea 
was profitable to both the transit company and mer- 
chants. 

For the transit company, riding during the run of 
the promotion campaign jumped to record totals. 

The company was able to obtain maximum promo- 
tional and public relations effectiveness out of public- 
izing the daily winner. The promotion campaign made 
the public conscious of the transit service in the com- 
munity. 

For the merchants, it meant more potential buyers 
crowding into their stores every day and, as in the case 
of the transit company, the merchants, in their daily 
ads, featured the winner of the day before. 

Orlando officials believe thoroughly in institutional 
advertising and promotion based on dependable serv- 
ice, courtesy, and frequency of schedules. But they also 
believe that every once in a while a “shot in the arm” 
is needed to make the public appreciate the value of 
its transit service. 
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DEA 1. Aluminum shields protect tires 


Idea 1. Circular masks cut from sheet aluminum pro- 
vide protection for tires when bus wheels are being 
sprayed at Vancouver's British Columbia Electric Co. 

Under the Electric Company's suggestion plan, Charlie 
Kelly came out $15 richer for his idea of the sheet alu- 
minum shields. 

The aluminum disk has a \4-in. flare on the inside 
edge which is fitted between the tire and the wheel rein 
to hold it in plac e. 

The mask is cut so that the ends can be overlapped to 
fit all tire sizes. Ordinary paper clips hold the overlapped 
ends in place. 

With the shields, painters can spray a wheel rapidly 
without taking any extra time out for retouching spat- 
tered tires. 
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Canadian Company Wanted Ideas 


IDEA 2. Hub restores worn flywhecl 


Idea 2. Two other employees at the Electric Company’s 
Cambie garage pooled their talents and came up with a 
method of restoring bus flywheels to usefulness after the 
splines in the hub had become worn. 

Karl Lucht and Roy Kirkland won $10 as a result of 
figuring out that the worn splines in the hubs of Fageol 
engine flywheels used in Twin Coaches could be replaced 
by cutting out the old hubs and bolting new ones in their 
places. 

Originally replacement hubs were obtained from an 
excess stock of ACF-Brill parts which hadn’t been needed 
since the company stopped using that type of bus. These 
hubs are splined to accept the Spicer shafts used on Twin 
Coaches. Replacement hub kits are now available, how- 
ever, through the coach manufacturer. 
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IDEA 3. Ratchet speeds pulling sleeves 


And Got These... 


Idea 3. Speedy cylinder sleeve removal resulted in a 
$10 prize for mechanic Ray Dinsmuir. He got the idea 
for hastening the job after British Columbia Electric 
bought a bearing puller which was equipped with a 
ratchet wrench. 

By fitting the cylinder sleeve puller with a 114-in. hex- 
agonal nut in place of the 114-in. nut, it is possible to 
use the fast-acting ratchet wrench for both cylinder pull- 
ing and bearing removal. 

Before, by rocking the ratchet back and forth, a me- 
chanic could remove bearings rapidly. But cylinder 
sleeves were a different story. Using a standard wrench, 
a bite at a time had to be taken, each time after remov- 
ing the wrench. It was painfully slow process for me- 
chanics until Dinsmuir offered his suggestion. 
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round file ground 
“fo length of fuse 


New Tool Erases Corrosion 


By W. H. Buckley 
Charleston Transit Co. * Charleston, W. Va. 


e Harp-To-cet-at and harder-to-clean fuse holders are 
no problem for maintenance men at Charleston (W. Va.) 
Transit Co. 

Charleston solved this tricky problem by making a 
handy tool to reach corroded holders from a few odd 
parts found in almost any shop. 

Only three elements are used in making this simple 
cleaner: 


e Length of eight-inch round file cut to fuse size 
e Ordinary 3/16 by three-inch cotter pin 
e Quarter-inch hexagonal nut 


In putting the gadget together, the piece of file is in- 
serted through the eye of the cotter pin. The hex nut is 
then slipped over the body of the pin as far as it will go, 
tightening the eye and holding the file solidly. 

To clean corroded fuse holders, the file end of the tool 
is inserted in the holder and the pin is twisted back and 
forth several times. It cleans corrosion like a charm and 
assures a good electrical contact. 

By varying the size of the file, the tool can be used to 
clean larger or smaller holders. 

It’s especially useful on bus fuse panels which often 
aren’t too easily accessible. 


47 


: j 

of 

q 


NATIONAL 
ASSOCIATIONS 


AMERICAN TRANSIT ASSOCIA- 
TION, 292 Madison Ave., New 
York 17, N. Y. 

Organized December 13, 1882. 


President, Laurence Wingerter, presi- 
dent, San Antonio Transit Company, 
San Antonio, Texas; Vice President, 
Donald C, Hyde, general manager, 
Cleveland Transit System, Cleveland, 
Ohio; Executive Vice President, 


Leorge W. Anderson, ATA head- 
quarters, 

ATA has 555 members and a staff 
of 42 members. Membership includes 
companies operating public trans- 
portation systems in United States 
and Canada, foreign membership 
for companies outside this region; 
manufacturers of equipment, con- 
sulting services, publications, and in- 
dividuals connected with the indus- 
try; associations composed of public 
transportation companies. Publishes 
weekly “Passenger Transport.” Has 
10 subsidiary divisions: accounting; 
claims; electrical; manufacturer; me- 
chanical; operations; plant; engi- 
neering; public relations; purchases 
and stores; and small operations. 


NATIONAL ASSOCIATION OF 
MOTOR BUS OPERATORS, 839 
i7th N.W., Washington 6, 

Organized in 1926; reorganized 
August 1929; April 27, 1931. Presi- 
dent, Arthur M. Hill, chairman of 
the Executive Committee, Greyhound 
Corp., Vice President, R. C. Hoffman, 
Ir., president, Carolina Coach Co.; 
Secretary-Manager, August W. Koeh- 
ler; General Counsel, Jack Garrett 
scott, 

Membership is divided into four 
classes: bus companies engaged in 
intercity service; bus companies en- 
gaged in local and suburban service; 
state bus associations: associate mem- 
bers, comprising bus manufacturers 
tire and accessory manufacturers, 
oil and gas companies and other sup- 
pliers of the industry. 

Publishes “Bus Facts” annually; 
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motor carrier regulation service bul- 
letins, legal and legislative bulletins, 
labor relations bulletins, labor rela- 
tions research reports, labor relations 
special bulletins and statistical bul- 
letins. Has 202 operating company 
members, 13 state association mem- 
bers and 60 associate members. 


NATIONAL BUS TRAFFIC AS- 
SOCIATION, INC., 506 S. Wa- 
bash Ave., Chicago 5, Tl. 

Organized Jan, 24, 1933. Incor- 
porated Jan. 1, 1941. Chairman P. J. 
Campbell; Vice Chairman-Secretary- 
Treasurer, M. C. O'Meara; Auditor, 
K. L. Chamberlin. Organized to pro- 
vide a central authority through 
which traffic matters affecting two 
or more carriers may be cleared ad- 
vantageously, Compiles and distrib- 
utes tariffs and rate information. Has 
370 members. 


NATIONAL HIGHWAY USERS 
CONFERENCE, INC., 952 Na- 
tional Press Bldg., Washington 
4, D. C, 

Chairman, Albert Bradley, execu- 
tive vice president, General Motors 
Corp., Vice Chairmen, Arthur M. 
Hill, president, NAMBO; and Her- 
schel D. Newsom; Secretary-Treas- 
urer, Louis J. Taber; Director, Arthur 
C, Butler, National Press Bldg., 
Washington. 

Organized June 28, 1832, to pro- 
mote sound public polices on high- 
way use, development, safety, taxa- 
tion, finance and administration. 
Nationally, and through 48 affiliated 
State Highway Users Conferences 
coordinates activities of 1,500 organ- 
izations working for sound develop- 
ment of highway transportation 
through research, education and rea- 
sonable laws and regulations. Serves 
as a clearing house for information 
on proposed national, state and mu- 
nicipal legislation affecting motor ve- 
hicle taxation and regulation and 
highway construction. Sponsors of 
biennial Highway Transportation 
Congress. Publishes frequent bulletins 
and maintains a bulletin § service 
covering new and proposed legisla- 
tion, recent court decisions, activities 
relating to highway transportation, 
rubber, gasoline, and planning. 


NATIONAL TRAILWAYS BUS 
SYSTEM, 108 North State St., 
Chicago 2, Ill. 

Organized Feb. 6, 1936. President, 
F, W. Mills, Modern Trailways; Vice 
President, B. D. Kramer, Southeast- 
ern Trailways; Secretary-Treasurer, 
F. H. McIntosh; General Traffic Man- 
ager, F. H. McIntosh; Auditor, R. H. 
Royce; Chairman Traffic and Adver- 
tising Committee, D. E. Moore. Board 
of Directors: R. C. Hoffman, Jr., Car- 
olina Trailways; C. A. Jessup, Vir- 
ginia Trailways; L. A. Love Queen 
City Trailways; J. G. Pruett, Capital 
Trailways; T. S. Reece, Continental 
Trailways; R. K, Jefferies, Continen- 
tal Southern Trailways; B. D. Kra- 
mer, DeLuxe Trailways; G. L. Car- 
penter, Continental Central Trail- 
ways; M. E. Moore, Continental 
Trailways; M. P. Hoover, Pacific 
Trailways; F. W. Mills, Modern 
Trailways; Arthur Nay, Continental 
Western Trailways. 

Maintains a New York City office 
at 625 Eighth Avenue, Joseph Cooke, 
manager. Membership in NAMBO, 
NBTA, American Society of Travel 
Association, National Association of 
Travel Organizations and National 
Defense Transportation Association. 
Trailways is a national cooperative 
association of independent motor bus 
operators with membership open to 
all operating carriers that can qual- 
ify. Present membership consists of 
43 member companies. The associa- 
tion is a non-profit organization. 


STATE ASSOCIATIONS 


ARKANSAS BUS AND TRUCK 
ASSOCIATION, 614 Wallace 
Bldg., Little Rock, Ark. 
Organized Dec. 15, 1930 as Mo- 
tor Transportation Association of 
Arkansas; reorganized in 1932 as 
Shippers & Carriers of Arkansas; 
name changed to Associated Mo- 
tor Carriers of Arkansas, Inc., in 
1935 and to its present name in 1942. 
President, Raymond Ash, Washing- 
ton Transfer & Storage Co., Fayette- 
ville, Arkansas; Ist Vice President, 
Louie Riffe, Riffe Construction Com- 
pany, Sweet Home, Ark.; 2nd Vice 
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President, Rodney Stewart, Fred 
Stewart Company, Magnolia, Ark.; 
Director Private Carriers Conference 
ATA, Joe Robinson, Robinson Prod- 
uce Company, Springdale, Arkansas; 
ATA Industrial Relations Committee 
Member for Arkansas; W. R. Staggs, 
SoWestern Transportation Company, 
Texarkana, Texas; Vice President 
ATA Artie Gregory, Gregory Heavy 
Hauling Little Rock, Arkansas; Sec- 
retary-Manager, Marion G, Ward, 
Little Rock. Has 350 members. Pub- 
lishes “T.A.B. News” monthly. 


CALIFORNIA TRANSIT ASSO- 
CIATION, 58 Sutter Street, San 
Francisco 4, California 
Established May 1, 1916. President, 
J. L. Haugh; Vice President, Edwin 
C. Houghton; Manager, W. V. Hill. 
Executive Boards: O. A. Smith, J. L. 
Haugh, Edwin C, Houghton, chair- 
man; Glen L. Stanley, A. W. Baker, 
Richard J. Glasscock, W. M. Mickel- 


berry. Has 19 members. 


FLORIDA BUS ASSOCIATION, 
Center Bldg., Tallahassee, Fla. 

Organized Aug. 9, 1950. President, 
R. W. Bolling, Atlantic Greyhound 
Lines; Vice President, M. T. Rich- 
mond, Tamiami Trail Tours; Secre- 
tary-Treasurer, H. D. McCord, Air- 
lines Service of Pensacola. Directors: 
John D. Butler, D. S. James, O. R. 
Bludau, Al Kirby, and Charles L. 
Carter. 


GRAY LINE SIGHT-SEEING 
COMPANIES, ASSOCIATED, 10 
N. LaSalle St., Chicago 2, Il. 
Organized in 1910. President, Har- 
ry J. Dooley; First Vice President, 
C. H. Tanner; Second Vice President, 
L. S. Crosby; Treasurer, Larry Delp; 
Secretary -General Manager, Jewel 
Burton. Directors: Robert C. Allen, 
Henry F. Burroughs, Wm. B. Hall, 
Jr., Gene E. Holmes, Sidney Engel- 
hardt, George A. Toye, B. L. Thomas, 
George C. Thompson, A. H. Wenck. 


Has 125 members. 


ILLINOIS BUS ASSOCIATION, 
523 E. Capitol Ave., Springfield, 
Ill. 

Organized March 30, 1925. Presi- 
dent, Paul O. Dittmar, president, 
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South Suburban Safe Way Lines, 
Inc.; Vice President, L. H. Ristow, 
Greyhound Corporation; Executive 
Secretary, Miss Altoe Nelson. Has 65 
members. Publishes monthly bulle- 
tins; holds membership in NAMBO 
and ATA. 


INDIANA BUS ASSOCIATION, 
INC., 218 Bankers Trust Bldg., 
Indianapolis, Ind. 

Organized July 6, 1935 as Indiana 
Bus Operators Association, Inc.; re- 
named Indiana Bus Association, Inc., 
May 19, 1944, President, E. E. Furry, 
Indiana Motor Bus Company; Vice 
Presidents, John Morley, Indianapo- 
lis-‘Southeastern Trailways, Inc., Earl 
R. Parkhill, Illini-Swallow Lines; 
Treasurer, B. C. Hall, Pennsylvania 
Greyhound Lines; Secretary, Harry J. 
Harman, attorney. Publishes monthly 
bulletin; has 85 members. 


INTER-CITY BUS TRAFFIC AS- 
SOCIATION OF NEW YORK 
STATE, INC., 1522 National Sav- 
ings Bank Bldg., Albany 7, N. Y. 

Organized Dec. 7, 1938. President 
F. W. Celke, assistant treasurer, Cen- 
tral Greyhound Lines, Inc., of New 
York; First Vice President, R. E. 
Reilly, Adirondack Transit Lines Inc. ; 
Second Vice President, M. \.. Weiner, 
president, Storm King Stage Corpora- 
tion; Treasurer, G. J. Webster, man- 
ager, Genesee Bus Lines; Secretary, 
Mildred Kling. Has 85 members. 
Publishes association bulletin semi- 
monthly, 


KENTUCKY BUS ASSOCIA- 


TION, 801 N. Limestone St., Lex- 
ington 15, Ky. 

Organized Oct, 28, 1947. President, 
Don Black, Black Bros. Bus Line; 
Vice President, W. P. Pitcock, Ken- 
tucky Bus Line; Secretary-Treasurer, 
W. E. Jones, Southeastern Greyhound 
Lines. Has 50 members. 


MARYLAND MOTOR BUS OP- 
ERATORS ASSOCIATION, INC., 
Howard and Center Sts., Balti- 
more 1, Md. 

Organized 1944, President, Bruce 
P. Wilson, Baltimore & Annapolis 
Railroad; Vice President, J. G. Sills, 
Pennsylvania Greyhound Lines; Sec- 


retary, F. D. Spofford, Blue Ridge 
Transportation Co.; Treasurer, J. VD. 
Schwarz, Dependable Motor Tours, 
Inc.; Sgt. at Arms, John W. Calary. 
Directors: C. E. Schwarz, Marvin E. 
Walsh, W. B. Chairs, James W. Pow- 
ell, E. S. Maxwell, P. P. Restivo and 
J. A. Bowers. Has 30 members. 


MICHIGAN MOTOR BUS ASSO- 
CIATION, 404 Hollister Bldg., 
Lansing 8, Mich. 

Organized April 6, 1921; reorgan- 
ized April 27, 1926. President, Rob- 
ert Reakes, Indian Trails, Inc.; Vice 
President, J. V. Murphy, Great Lakes 
Greyhound Lines; 2nd Vice Presi- 
dent, D. M. Curtis, Short Way Lines, 
Inc.; Secretary, Don Reish, Battle 
Creek Coach Co.; Treasurer, Fred 
Russell, Valley Coach Lines. Has 48 
members; hold membership in both 
NAMBO and ATA, Publishes month- 
ly “Michigan Motor Bus Guide” and 
periodic association bulletin. 


MIDWEST TRANSIT ASSOCIA- 
TION, 728 Delaware Street, Kan- 
sas City 13, Mo. 

President, F. Norman Hill; First 
Vice President, John Dameron; Sec- 
ond Vice President, Stanley Cox; 
Treasurer, John T. Davenport; Secre- 
tary, Albert H. Wood; Chairman 
Small Bus Operators, Ray Fey, Chair- 
man Claims Section, Joe Weir; Chair- 
man Equipment Section, Gordon Hen- 
ry; Chairman Roadway, Power & 
Building Section, H. W. Bruhn; 
Chairman Membership Committee, 
Earl W. Bradley. Has 9] members 
(34 operating companies and 57 man- 
ufacturing company members). Pub- 
lishes the “Mirror” four or five times 
a year. 


MISSOURI BUS AND TRUCK 
ASSOCIATION, 623 Jefferson St., 
Jefferson City, Mo. 

Organized November, 1936. Presi- 
dent, Lee J, Sloan, Sloan’s Moving & 
Storage Co.; Vice President, Roy J. 
Reed, Contract Freighters, Inc.; Vice 
President, Kenneth Churchill, Church- 
ill Truck Lines; Treasurer, Roy B. 
Chipps, Middlewest Freightways, Ine. ; 
Manager, U. G. Lewellen. Has 550 
members. 

Continued on page 102 
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REVIEW 


Philly Mayor Bows on Fare Fight, 


Offers Long-range Transit Plan 


@ Long one of PTC's foes, the mayor gave up his fight 
against a higher fare in face of a unanimous 
Superior Court decision... 


@ Then he surprised PTC with a series of proposals 


aimed at solving transit problems... . 


including 


new equipment financing. 


e IF YOU CAN’T BEAT ’EM join ‘em! 
That’s what Philadelphia’s Mayor 
Joseph S. Clark, did. After fighting a 
Philadelphia Transportation Co. fare 
raise for more than a year, the mayor 
finally admitted defeat and offered a 
series of proposals aimed at helping 
the company out of its financial woes. 
PTC officials were frankly sur- 
prised at first... much as Joe Mc- 
Carthy might be if Harry Truman of- 
fered to campaign for him, Then they 
took a close look at Clarks’ proposals 
decided they had nothing to lose 

by exploring further. 
Here are the points that interested 
them most in the mayor’s proposition. 


He offered: 


|. The city would buy up to 600 

buses within the next two years and 
lease them back to PTC in an effort 
to help PTC speed up its rail-to- 
rubber program. 
The city will accept the PUC’s 
figure of $75 million as a fair value 
for the company for rate-making pur- 
poses, and will agree to 64% per cent 
as a fair rate of return. 

He asked: 

|. That PTC increase the city’s 
bloc on the company’s 21-man board 
from five to six members. 


2. A pledge that PTC will seek no 
more fare increases unless losses dur- 
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ing the next year “exceed substan- 
tially” those now anticipated by the 
company, and so long as labor rates 
remain unchanged. 


3. That PTC try out an experi- 
mental short-haul fare of ten cents 
in the central city area during the off- 
peak hours. 


4, That the company seek immedi- 
ate extension of its outstanding bond 
issues which fall due in the next three 
years, so that foreclosure by bond- 
holders won’t prejudice the city’s po- 
sition or make higher fares neces- 
sary. 


Committees Meet ¢« After the first 
wave of surprise PTC President 
Charles Ebert sent a letter off to 
Mayor Clark agreeing to another of 
the mayor’s proposals: that a com- 
mittee of city officials and PTC brass 
meet to discuss the whole situation. 
The committees met for 70 minutes 
in the mayor’s City Hall reception 
room. At its end Clark termed it 
“very amicable” . . . joined Ebert in 
issuing a joint statement announcing 
that both sides had examined the 
proposals in general terms. First pri- 
ority, it was agreed, must go to the 
matter of new equipment for PTC. 
In line with that the company will 
prepare a schedule of what it needs in 


the way of new buses, trolley cars, 
trackless trolleys and other equip- 
ment. Another joint meeting will be 
held after the list is submitted to the 
city. 

Meanwhile, as everybody hoped 
that this new era of good feeling 
would continue, PTC put its new 18- 
cent fare into effect . . . informed its 
stockholders that the new fare put 
the big transit firm back on the road 
to successful and profitable opera- 
tion. 

The fare took a long time to get 

. and the mayor gave up the fight 
against it only after the state Su- 
perior Court had agreed unanimously 
with the PUC decision granting the 
increased rate. 

But as far as PTC is concerned, 
things are looking up for ’54. “Frank- 
ly,” one spokesman said, “ we feel 
pretty good!” 


Future Brighter « There was good 
reason for PTC officials to feel that 
way as they took a rather hopeful 
look at the future. 

The fare increase up to 18 cents, 
with two tokens for 35 cents, is ex- 
pected to bring the big, transportation 
company an annual increase in reve- 
nue of $3,386,000. 

Total operating revenue during the 
first nine months of 1953 averaged 
$6 million a month. For that same 
nine-month period the company re- 
ported a loss of $949,411 before in- 
come taxes (estimated as negligble), 
but after allowance for the full maxi- 
mum of three per cent “income in- 
terest on consolidated mortgage 
bonds. 

In view of those figures, the addi- 
tional revenue the new fare adjust- 
ment will produce seemed like exactly 
the financial shot-in-the-arm that 
Philadelphia Transportation has been 
looking for. 

To make matters even smoother, 
another phase of PTC’s new fare plan 
——commutation ticket strips selling at 
ten rides for $1.50—went into effect 
without a single hitch, although Phil- 
adelphia riders had never used such 
a plan before. 

All in all, it looked like a good 
year for PTC! 
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ATA Protests FCC Plan 
To Cut Bus Frequencies 


e THe American TRANsIT Associa- 
TION has filed an official protest with 
the Federal Communications Com- 
mission which is trying to lump inter- 
city and transit operations in one 
radio package. 

The FCC proposal would eliminate 
the Urban Transit Radio Service, the 
Intercity Bus Radio Service and the 
Highway Truck Radio Service, and 
in their place create a new Motor 
Carrier Radio Service which would 
serve all three fields. 

According to the plan, 12 of the 
16 frequencies now assigned to inter- 
city buses would be given to property 
carriers (trucks) and the remaining 
four, plus those assigned to transit, 
would be used to serve both inter- 
city and transit operations on a co- 
operative basis. 

The ATA was quick to point out 
why such a plan isn’t feasible. 

Since transit radio is utilized on 
a local hasis—intercity on a nation- 
wide overlapping would be 
sure to result. Interference would be- 
come a major problem. 


basis 


Intercity Would Suffer e The ATA 
also brought out that intercity serv- 
ice might not get a chance to use 
radio facilities at all in large cities 
where a number of transit firms use 
them constantly. 

A major objection of ATA’s Com- 
mittee on Radio Communications was 
that inadequate provision was made 
under the FCC plan for the amortiza- 
tion of existing equipment. Those 
holding license expiring immediately 
after the effective date of the rule, 
would have no further time to amor- 
tize equipment . . . despite the fact 
that it might cost quite a bit to shift 
frequencies. 

The statement made by ATA made 
it clear though, that if the FCC went 
ahead with its plan to reclassify the 
Urban Transit Radio Service, ATA 
would heartily suggest that transit 
and intercity operations be separated 

particularly when it came to assign- 
ing frequencies. 
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Mike Quill Indicted for Libel, 
Charged TA Member ‘Bribed Him 


e Mike Quit is in hot water. The 
talkative chief of the Transport Work- 
ers Union and president of the CIO 
Council has been indicted on three 
counts of criminal libel. 

The indictment is a direct result of 
a growing animosity between Quill 
and Harris J. Klein, lawyer, New 
York Transit Authority member and 
outspoken foe of Quill. 

A Brooklyn grand jury returned 
the indictment of “malicious libel” 
as the result of Quill’s charges to the 
press that Klein had attempted to 
bribe him in return for Quill’s sup- 
port in getting a judgeship he sought. 
The grand jury started out by study- 
ing Quill’s charge against Klein .. . 
wound up by indicting the accuser. 

If convicted, Quill could receive 
up to three years in jail . . . could 
pay a fine of $1,500. It would be the 
first time Quill had gotten into trou- 
ble with anyone but transit manage- 
ment officials. 

Quill accused Klein of approaching 
him while Mayor Robert Wagner's 
fact-finding committee was holding 
sessions. Quill charged that Klein 
told him he would support the union’s 
demands for $50,000,000 in wage 
increases and other benefits in return 
for Quill’s support in getting him a 
judgeship. 

Only a week before the grand jury 
returned the indictment, Klein blasted 
the union for waste and featherbed- 
ding . . . said TA employees wages 
could probably be raised if the Au- 
thority didn’t have to replace 4,000 
men who retired or quit each year. 
The transit force could be cut by 20 
per cent and the pay raised but for 
Quill’s tactics, Klein said. 


Fact Finders Continue ¢ In the 
meantime, Mayor Wagner’s commit- 
tee is continuing to study the wage 
dispute. The facts seem to point to a 
20-cent fare if union demands are 


met. The panel was reminded by a 


TA spokesman that fares would have 
to go up if the pay raises were grant- 
ed, as The Authority is bound by 
law to operate without a loss . 
can't raise the money by economies 
alone. 

Klein said that if featherbedding 
were ended fares could be dropped 
by the end of the year. To back up 
this argument, he showed the three- 
man panel how $40,000,000 could be 
saved in pension costs and salaries 
by cutting “surplus fat” from the TA 
payroll, 


Demands Investigation « Quill, on 
the other hand doesn’t admit that 
44,000 workers are too many. He 
feels that the fact finders should con- 
centrate their efforts on investigating 
contracts let by the Authority since it 
took over transit facilities. 

As the union’s main speaker, Quill 
asked the panel to find out if com- 
petitive bidding for concessions in 
the city’s subways was “over or under 
the table.” It should study contracts 
let for . . . buses, gases, oil, real 
estate leases and “endless” insurance, 
he shouted. 

But Quill couldn't change Transit 
Authority facts. Hourly wages for 
TA employees have risen 94 per cent 
since 1946 while the basic cost of 
living in New York City has gone up 
only 42 per cent. 

The hearings follow on the heels 
of the recent decision of another 
panel of fact finders to give bus 
operators for the city’s private bus 
lines a top pay of $2 an hour—high- 
est in the nation. TA operators may 
not be too far behind. 

In the meantime, Col. James B. 
Edmunds, the TA’s new maintenance 
expert, is effecting savings in the 
servicing end, But the TA thinks it 
will be a year before any reforms 
will be felt on a city-wide basis. At 
least New York City straphangers 
know they're trying. 
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INDUSTRY IN REVIEW... continued 


e CLEVELAND'S 93-YEAR OLD streetcar era ended : Jan. 
24 as the Cleveland Transit System stopped rail service 
on its Madison Avenue line, last street railway route 
in the city and the State of Ohio. 

lo mark the event, a local newspaper, with the co- 
operation of CTS, chartered the streetcars and in- 
vited the public to free, round-trip rides on Madison 
Ave. on the last day, The Madison Ave. route orig- 


inated at Cleveland’s Public Square eee stretched some 
7.6 miles 


More than 10,000 people showed up for the free 
ride, waiting in long lines that curved around the 
Public Square. Four extra cars were pressed into serv- 
ice for the streetcar named Expire and cars, draped 


with decorative bunting, made the round trip in 1% 
hours 


Officially, streetcar service on the Madison line 
ended in the early hours of the morning, regular service 
being taken over by curb-loading buses. 


Since 1942, when the city’s transportation system 
came under public ownership, CTS has switched 28 
main line routes from trolley cars to buses or track- 
less trolleys, at a cost of some $20 million. The change- 
over on Madison Ave. culminates that work. 


...For One Last Streetcar Ride 


Industry Briefs . . . 


Accolade e Greyhound was praised by Ad- 
vertising Age for TV “Omnibus” commercials. 
Said the magazine’s Eye and Ear Dept.: “It’s 
a slick job of selling travel and economy .. . 
upgrades bus travel . . . makes you feel only a 
bum would prefer a train compartment.” 


Bookkeeping ¢ City auditors listened with 
wonder as they were told of Detroit Street Rail- 
ways “equalization” fund: Good months give 
DSR enough money to show profit in bad ones. 
Mayor Cobo says it’s standard practice. 

Auditor General Benjamin Tobin said he never 
heard of it. A special audit is in the works. 


Relief © Virginia Transit Co. wants taxes cut 
and fares adjusted to meet rider losses and 
higher operating costs. The city’s five per cent 
gross receipts tax should be reduced 40 per cent, 
says VTC, so it can earn a profit without an- 
tagonizing riders with too large a boost. 


Purchase e ACF-Brill will sell its Philadelphia 
plant to Samuel Cooke, head of the Penn Fruit 
Co. . . . then lease back part of it. Purchase 
price: reported around $2 million. 

ACF-Brill was mentioned in another deal too. 
Twin Coach Co. is reported in the market for the 
former’s parts and service department ‘ 
would run it as a division. Twin officials wouldn’t 
talk; ACF-Brill men said it was news to them. 


Super Buses e Now under consideration is the 
licensing of super coaches to operate over the 
427-mile New York State Thruway. The Thru- 
way Authority is studying whether special legis- 
lation is needed for the deluxe, high-speed buses 
which wouldn’t leave the highway except for 
maintenance. Feeder bus lines would serve the 
Thruway line. 


Foreign Markets ¢ Credits of 35 million and 
1,500,000 cruzeiros (worth 4.9 cents each) have 
been opened by the mayor of Brazil’s Federal 
District (Rio) to establish electric trolley-bus 
lines in the city and to lay additional street car 
tracks. At Recife, in the north, an engineering 
committee is studying trolley-bus plans. 


Appointment ¢ George H. Roderick, 33 years 
with American Seating Co. and VP in charge of 
operations for the past three years, has been 
appointed Assistant Secretary of the Army by 
President Eisenhower. 
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Shelton Fisher 


Bus Transportation 
Gets New Publisher 


e SHELTON Fisner, publisher of 
Power magazine, has been appointed 
publisher of two other McGraw-Hill 
Publishing Co. magazines, Bus 
TRANSPORTATION and FLEET OWNER. 

Mr. Fisher took his new 
duties Feb. 15. He succeeds George 
W. Pfeil, who has resigned in order 
to form his own sales and advertising 
consulting organization. 

Mr. Fisher attended Columbia Uni- 
versity and was graduated from the 
United States Naval Academy at 
Annapolis in 1934, 


over 


Publishing Background He 
joined McGraw-Hill in 1940 as pro- 
motion manager of Business WEEK. 
In 1942 his publishing career was 
interrupted by four years’ service in 
the Navy. After World War II, in 
1945, Mr. Fisher left the Navy and 
returned to Business WEEK. 

Subsequently, he became assistant 
publisher of Science Illustrated, and 
later was appointed publisher of 
POWER magazine. 

In earlier years, following gradu- 
ation from college, Mr. Fisher was 
associated with the circulation and 
advertising departments of the Satur- 
day Evening Post, and later with the 
McCann-Erickson advertising agency 
in New York City. 

Mr. Fisher continues as publisher 
of Power in addition to his new 
position with Bus TRANSPORTATION 
and FLeet Owner, its sister publica- 
tion in the trucking industry. 
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CTA, Baltimore and Columbus 
In the Black for Past Year 


e Money Is STILL BEING MADE in the 
transit industry . . . enough to make 
the future brighter. 


Chicago ¢ Chicago’s Transit Au- 
thority ended last year slightly in 
the black, despite declining passenger 
revenue in the last two months of 
the year..CTA earned enough for all 
its expenses and fixed charges, and 
for a new account of $1,216,714 for 
retiring bonds before their specified 
maturity. 

But CTA couldn't pay the city for 
use of streets and subways. The Au- 
thority is not obliged to do so un- 
less it has earnings in excess of a 
year’s requirement of $900,000 for 
operating reserve. 


Baltimore « Baltimore Transit Co. 
reported its seventeenth consecutive 
month in the black. BTC ended 1953 
with a net income of $1,342,922, 
against a $386,147 deficit in 1952. 
Credit for the about face: BTC 


slashed maintenance costs, cut mileage 
and recorded a slight increase in pas- 
sengers. 


Columbus ¢ Columbus (Ohio) 
Transit Co. listed a $76,634 profit 
for the year. Not included in this 
was another $10,615 from tax re- 
funds. 


Akron ¢ Akron Transportation Co. 
reported a 19 per cent drop in reve- 
nue passengers, finished 1953 with 
a net income of $42,740 as compared 
to $65,235 the preceding year. For 
the first half of 1953, ATC was in 
the red by $30,555, due mostly to a 
costly 45-day strike. 


Los Angeles « Net income of $60, 
446 for its first three months of op- 
eration were reported by Metropoli- 
tan Coach Lines, Jesse Haugh’s suc- 
cessor to Pacific Electric. Operating 
revenues were $4,247,096 and operat- 
ing expenses $4,017,749. 


Springfield Refuses to Pay 
In Test of City Franchise Tax 


e TWIN RAYS OF SUNSHINE are shin- 
ing through the dark cloud of taxa- 
tion which hangs over the transit in- 
dustry. 

Bus men are keeping a weather eye 
on the Springfield (Ill.) Transporta- 
tion Co, which has decided to test 
the validity of its franchise tax by 
refusing to turn over $35,000 to the 
city. Its passenger volume is falling 
off . . . it’s losing money. So it has 
decided to fight the tax. 

Court proceedings have already 
been started by city fathers. If the 
transit company comes out winner, it 
may be significant to operators all 
over the country. 

Another hopeful sign may be in 
a proposal offered by Colorado’s State 
Senator L. R. McNichols to exempt 
transit companies from Colorado’s 
new ton-mile tax legislation. McNich- 
ols, chairman of the state Senate’s 


long range highway committee, said 
he feels that the tax rates of Denver 
Tramway and other large transit op- 
erators should be set by local govern- 
ments, 

Denver Tramway, which just won 
a two-cent fare raise, figured the ad- 
ditional tax burden at around $80,- 
000... said it would have to seek 
another increase if it had to pay. 

But there is a gloomier side, too. 
Two other states, New Jersey and 
Virginia, are considering increases 
in state gas taxes. A one-cent a gal- 
lon boost in New Jersey has been 
proposed as one way to aid schools, 
while Governor Thomas Stanley of 
Virginia, who campaigned on a no- 
increase platform, reversed his field 
after election . . . said upon re-ex- 
amination that highway revenues 
were “inadequate to meet the present 
urgent needs.” 
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Camera Review of 
The Months News 


Desire Fulfilled 


Surprised passengers on Denver 
Tramway’s No. 11 route took advan- 
tage of driver John Peter Leslie’s 
invitation to a swank dinner and the 
movies, Leslie had been picked as a 
winner of the Denver Post’s “Sup- 
pressed Desire” contest. He stopped 
his bus at mid-route . . . caught his 
passengers unaware. Despite the sud- 
denness, 10 went along. After the 
gala evening each was escorted per- 
sonally to his door as Henry E. Jobes, 
Tram transportation superintendent, 
drove. Leslie, whose wife came along, 
was surrounded by women. Nine of 
them accepted . . . only one man. As 
one woman guest got off at her door 
she surprised the guy who had sur- 
prised everyone, She planted a kiss on 
Leslie . . . left him, to say the least, 
a little ruffled. 


Token Counterfeiters Caught 


New York city detectives inspect 
phony subway tokens and dies used 
in their manufacture after a subway 
token counterfeiting ring was 
smashed. Three men have been ar- 
rested so far. The ring circulated 
more than 200,000 slugs . . . had 
planned a total output of 25,000,000 

representing a potential loss to 
New York city of $3,750,000. The 
slugs were good counterfeits, said the 
Transit Authority, good enough to 
get past the mechanism on turnstiles 
which rejects phonies. 
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Salt May Speed Service 
Bottlenecks won't hold up St. Louis 
Public Service in icy weather if PS 
has anything to say about it. And 
it has, too. The company has placed 
126 of these boxes containing anti- 
skid mixture at strategic locations. 
The mixture consists of salt and tor- 
pedo gravel. Here John W. Dameron, 
PS executive assistant and assistant 
operating manager, demonstrates how 
bogged down motorists can help 
themselves. City officials and O. W. 
Rexford, PS operating manager, 
watch with interest. 


Turbines Given Tryout 

Gas turbines are being given a whirl 
at General Motors’ proving ground 
in Arizona, Research engineers want 
to see just what part turbines can 
play in ground transportation. The 
test car, the first to be built and 
tested in the United States, is shown 
at the left with driver Mauri Rose, 
three-time Indianapolis winner, at the 
wheel. But it has just hatched from 
the blueprint stage . . . has nothing 
but potential and a high gas consump- 
tion to offer now. 


Bus Fleet Grows 


Keys to eleven brand new Marmon- 
Herrington Coaches are presented by 
W. W. Costello, president of Great 
Lakes Marmon-Herrington Coach 
Co., to J. G. Mullaly, director of the 
Ford Rotunda, These new vehicles 
augment the Ford Motor Company's 
fleet of coaches used to transport visi- 
tors from the Rotunda building on 
guided tours through the vast 1,200- 
acre Rouge plant. More than 680,000 
visitors passed through the Rotunda 
in less than six months. 


Buses Beat Walking 


Getting from one end to the other at 
the Boeing Airplane Company's 90- 
acre plant area in Seattle has been 
made easier by the addition of these 
two personnel buses. The buses run at 
a low speed rate allowing passengers 
to step on and off while the buses 
are in motion. One bus leaves each 
end of the plant every ten minutes, 
going by each of the half-dozen build- 
ings in the area, The GMC vehicles 
were modified to seat 17 passengers 
after being shipped to Seattle. 
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INDUSTRY IN REVIEW... .continued 


Founder of Greyhound System, 
Eric Wickman Dies in Florida 


Carl Eric Wickman 


e One or THE PIONEERS of the in- 
tercity bus industry, Carl Eric Wick- 
man, founder of the Greyhound Lines 
and former president and chairman 
of the Greyhound Corp., died Feb. 5 
at a Daytona Beach, (Fla.) hospital. 

Mr. Wickman, started his transpor- 


ation career by operating a passenger 
automobile in livery service at Hib- 
bing, Minn., in 1914, Soon he was 
running his car in regular service 
to the nearby town of Alice. 

From this modest beginning, he 


developed bus lines throughout Min- 
nesota and surrounding states. As 
his business expanded, he joined with 
other early bus operators to establish 


a management company, 


Growth of the System e This firm 
grew to the present Greyhound system, 
which now serves all 48 states and 
much of Canada and is the nation’s 
largest inter-city passenger carrier, 
Mr. Wickman served as president of 
the Greyhound Corp. for practically 
the entire period from its organiza- 
tion in 1926 until he became chair- 
man in 1946, 

In 1951, Mr. Wickman requested 
that he not be re-elected as chairman 
or as a member of the executive com- 
mittee. This action was taken because 


of his failing health, but Mr. Wick- 
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man continued to serve the corpora- 
tion and many of its subsidiaries as 
a director and consultant. 


Born in Sweden ¢ Mr. Wickman, a 
native of Sweden, came to this coun- 
try at the age of 17. After working 
briefly in Arizona, he moved to 
Minnesota, where so many of his 
countrymen migrated, and became a 
diamond drill operator in the ore 
mines. Then he opened an automobile 
agency, but his inability to sell his 
first car put him in the “jitney” bus 
business. 

With Andrew G. Anderson, then a 
blacksmith, Mr. Wickman started 
driving miners two miles to work. 
By the end of the year they bought 
another car, and by 1915 bought two 


truck chassis and built their own 


buses. 

Throughout his life he was noted 
for his loyalty to his friends and early 
business associates from Minnesota. 
More than a score of men who aided 
him in his early days have become 
major executives of the Greyhound 
lines. 


Royal Decoration ¢ In recognition 
of his outstanding achievements in 
the field of transportation and his in- 
terest in Swedish-American activities, 
Mr. Wickman was decorated by the 
King of Sweden in 1940 with the 
Order of Vasa, First Class. 

Mr. Wickman not only served 
Greyhound Corp. but was chairman 
of the board of Central Greyhound 
Lines, Pacific Greyhound Corp.,South- 
western Greyhound, New England 
Greyhound Lines Inc., Pennsylvania 
and Ohio Greyhound Lines, and 
president and chairman of the board 
of Northland Greyhound Lines. 

Funeral services, which were held 
Feb. 9 at Evanston, IIL, were attended 
by bus executives from all parts of 
the country, and by others whom Mr. 
Wickman had known during his ca- 
reer. Pallbearers were Orville 5S. 
Caesar, Ralph A. L. Bogan, S. R. 
Sundstrom, C, E. Graves, Bowen, 
A. P, Sledz, George Stevens and 
Robert Driscoll. 


Calendar of Events 


A list of activities of interest 
to the bus industry 


March 


23-24 


23-25 


April 


7-8 


14-15 


15-16 


27-30 


18-20 


24-26 


June 


17-19 


20-22 


New England Bus Assn. 

Sheraton Plaza, 

Boston, Mass. 

ATA Regional & Divisional 
Meetings 

Hotel Statler, Detroit, Mich. 


Ohio Motor Bus Association 

Neil House, 

Columbus, Ohio 

Indiana Bus Association 

Lincoln Hotel, 

Indianapolis, Ind. 

South Central Bus Traffic 
Association 

Biltmore Hotel, 

Oklahoma City, Okla. 

ATA Regional & Divisional 
Meetings 

Hotel New Yorker, N. Y. 


Fifth Highway Transporta- 
tion Congress 

Mayflower Hotel 

Washington, 

ATA Regional & Divisional 
Meetings 

Hotel Leamington, 

Minneapolis, Minn. 

ATA Regional & Divisional 
Meetings 

Washington Hotel, 

Seattle Wash. 


Michigan Motor Bus 
Association 


‘Park Place Hotel, 


Traverse City, Mich. 
Pennsylvania Bus Assn. 
Bedford Springs Hotel, 
Bedford, Pa, 


September 


14-16 National Association of 


27-30 
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Motor Bus Operators 
Drake Hotel, Chicago, Ill. 
American Transit Assn. 
William Penn Hotel, 
Pittsburgh, Pa. 


TRANSPORIATION 


| 
E May 
4-6 
| 
| 
. 


Supervisors End Muni Hope 
Of Reducing Huge Deficit 


e AN ECONOMY PROGRAM which San 
Francisco’s Municipal Railway hoped 
would trim its expected $4 million 
deficit for the next fiscal year to $1.2 
million has been dismembered by the 
city’s Board of Supervisors. 

The board decided: 


1— To reject a plan to reduce non- 
rush-hour service and abandon 
portions of some bus lines which 
Muni claims would have saved 
$521,000. 


2—To retain three of the seven 
money-losing bus lines which Mu- 
ni and the San Francisco Public 
Utilities Commission had sched- 
uled for abandonment. Had all 
seven been abandoned, $184,000 
would have been pared off the 
budget. 


Cable Cars Were Doomed « In 
what appeared to be a spirited econo- 
my drive, the board recently ap- 
proved the abandonment of one cable 
car line and part of another. Although 
the plan met stiff opposition from 
San Francisco citizens, it went 
through anyway. The cut was expect- 
ed to save Muni $449,000. 

But even now attempts are being 
made to get a reprieve for Muni’s 
antiquated trolleys. The board’s death 
sentence has been held up and its 
judiciary committee has before it a 
proposal to revive the quaint but 
costly lines. 

Two of Muni’s proposals have not 
yet felt the ax. The board hasn’t 
acted on proposals to put before the 
voters two charter amendments call- 
ing for the abolition of the two- 
operator streetcar ordinance and re- 
visions in the wage formula for Muni 
employees. 


Muni to Lease Buses ¢ Muni hopes 
to rent 100 diesel buses on a bid bases 
starting Oct. 1. Seventy are to replace 
worn-out equipment and 30 are to be 
put on new express routes, Diesels 
will help to reduce fuel costs, Muni 
figures. 

Muni didn’t want to lease buses, it 
wanted to buy them. But that was 
ruled out in November when voters 
defeated a bond issue proposal which 
called for the purchase. 
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Smog-conscious Los Angeles Seeks 
To Halt Metro Switch to Buses 


e Los ANGELES’ SMOG PROBLEM has 
become a major factor in the fate of 
Metropolitan Coach Lines’ applica- 
tions for permission to convert two 
of its remaining six rail lines to bus 
operation. 

Metro has applications for approval 
of rail-bus conversion of its Holly- 
wood Blvd. and Glendale-Burbank 
lines before the City Board of Public 
Utilities and Transportation, and the 
State Public Utilities Commission. 
President Jesse L. Haugh has said 
repeatedly that Metro plans to move 
as fast as possible to convert entirely 
to buses. 

At the city board’s hearings on the 
applications (PUC hearings were 
scheduled to begin Feb. 17), smog 
contribution by buses were a major 
topic, underlined by an opinion from 
Mayor Norris Poulson that “No ad- 
ditional buses should be permitted on 
the city streets as substitutes for 
streetcars until . . . smog menace by 
buses has been eliminated.” 

Metro arguments: 


e Rail cars will be replaced with 
new GMC diesels whose contribution 
to the smog menace will be slight. 


e It is doing all possible to minimize 
the contribution of older equipment, 
by overhaul and rigid maintenance. 


e In late January it began using a 
new diesel fuel, developed by Stand- 
ard Oil, in which heavier products 
of distillation have been eliminated. 


Experts Agree « Testifying in sup- 
port of Metro’s contention on the 
new diesels was Dr. Martin A. El- 
liott, of the Illinois Institute of Tech- 
nology, consultant to the U. S. Bureau 
of Mines and General Motors Corp. 
Metro has retained Elliott and Daryl 
Lemaux, assistant chief engineer of 
General Motors Truck and Coach di- 
vision, as advisers for its program 
on control of emissions. 

Metro is getting further technical 
advice from the Smith-Emery Co. 
(Chemical Testing Labs) and Con- 
solidated Engineering Corp. A report 
was due in mid-February on a study 
by the two firms of exhausts from 


both old and new Metro equipment. 
Metro points out that of its 725 
buses, less than half-—330—are gaso- 
line-powered, and that these will be 
entirely replaced by diesels during 
the next five years. Meantime, the 
gasoline buses are all equipped with 
Fageol Degassers, which are rated at 
an efficiency up to 80 percent. 
Vehicle exhaust is a special con- 
cern to smog-worried Los Angles be- 
cause investigations sponsored by the 
Los Angeles County Air Pollution 
Control District indicate that the 
major culprit is smog results from 
photo-oxidation of unsaturated hy- 
dro-carbons in sunlight. Hydro-car- 
bons rise from petroleum in all its 
stages—during production, handling 
and distribution, and in exhausts. 
Metro contends that the hydro- 
carbon contribution of some 1,000 
operating buses in Los Angeles is 
microscopic compared to that of 
2,000,000 cars and trucks. 
Aside from the smog hassle, Met- 
ro’s chief arguments for conversion 
to buses are these: 


e More frequent and faster service 


e Lower future fare level, because it 
costs $1.04 a route mile to operate 
a rail car... $.59 for a bus, 


© More flexibility in coping with traf. 
fic disruptions. 


e Greater safety in curb-loading. 


e Greater operating safety. 


New York ¢« On the East Coast, 
New York’s air pollution control 
commissioner, Dr. Leonard Green- 
burg, called for the use of bottled 
gas by buses as a way to end irritat- 
ing fumes. 

Liquefied gas is highly comparable 
with gasoline and diesel fuel and it 
does not dilute lubricants, Dr. Green- 
burg said. “It is an ideal solution.” 

He said he would recommend that 
Transit Authority buses in Staten 
Island be put on a six-month to a 
year trial using LPG. If successful, 
he said, the plan could be extended 
to city-owned and privately-owned 
buses throughout the city. 


57 


- 
= = 
: 


INDUSTRY IN REVIEW. . . continued 


ABOUT PEOPLE... 


CHARLES W. HATCHER, JR., has been 
appointed assistant to the president of the 
Cincinnati Transit Company. He formerly 
was administrative assistant to Morris Ed- 
wards, who recently resigned. 


RAYMOND C. FIRESTONE has been 
elected to the newly created position of 
executive vice-president of the Firestone 
Tire & Rubber Company. He formerly was 
vice-president in charge of research. 


W. H. HORN, vice president and general 
manager of Roanoke Railway and Electric 
Co. and Safety Motor Transit Corporation, 
has retired from his managerial post. He 
has been with the firms for 55 years. 


$8 


1. E. REIN who joined the staff of the 
Youngstown Municipal Railway Company as 
an engineer in 1926, has been appointed 
assistant general manager. He formerly was 
head of the firm's traffic department. 


J. E. TRAINER, formerly vice-president in 
charge of production for the Firestone Tire 
& Rubber Company, has been elected to 
the newly created position of executive vice- 
president for the firm. 


R. DEWEY CASSELL, general superintend- 
ent for the Roanoke Railway and Electric 
Company and Safety Motor Transit Corp., 
has been named to succeed Horn as vice- 
president and general manager for the firms. 


JOSEPH C. LILLY, formerly traffic engi- 
neer for the Akron Transportation Company, 
has been appointed assistant general man- 
ager. He has been associated with the trans- 
portation industry since 1933. 


DAVID A. COULTER has been appointed 
director of sales and advertising of the 
Willard Storage Battery Company. He for- 
merly was with the Blackhawk Manufacturing 
Company and the New Britain Machine Co. 


JOSEPH WOLF has been appointed gen- 
eral passenger agent for Public Service Co- 
ordinated Transport. He will be in complete 
charge of charter and special bus service 
for the N. J. company. 
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RAY SCHOFIELD has been appointed gen- 
eral sales manager of Superior Coach Cor- 
poration. With the company since 1950, he 
formerly was manager of the company's 
transit coach division at Lima, Ohio. 


JOHN CUMMING, regional manager in 
charge of the Philadelphia district for Penn- 
sylvania Greyhound Lines has recently re- 
tired. He has been with Greyhound Lines 
since 1931 in various positions. 


H. S. McCONIHAY has been assigned as 
city passenger agent in Columbus, Ohio, 
for Pennsylvania Greyhound Lines. With the 
company since 1935, he formerly was travel- 
ing passenger agent in Pittsburgh. 


March, 1954 


C. D. BLAUVELT, in charge of foreign sales 
for the Superior Coach Corporation has 
been appointed director of Superior's for- 
eign division. He has been affiliated with 
the corporation since 1947. 


HERMAN RAMSEY, regional manager in 
Washington, D. C., for Pennsylvania Grey- 
hound, has been appointed regional man- 
ager of the Philadelphia area. He will con- 
tinue as manager in Washington. 


ROBERT L. SOMMERVILLE hos been 
named assistant to the president of the 
Atlanta Transit Company. In his new capac- 
ity he will assist in directing the company’s 
development and improvement program. 


CARLOS V. DEL MERCADO has recently 
been appointed as export manager of the 
Owatonna Tool Company. He hos been as- 
sociated with the international trade indus- 
try for more than 25 years. 


WILLIAM J. MOLONEY has been appoint- 
ed manager of the travel bureau in the 
new Chicago terminal for the Greyhound 
Corporation. He has been associated with 
the corporation for 16 years. 


JACKSON P. DICK, chairman of the At- 
lanta Transit Company has been elected 
president. He succeeds Leland E. Anderson, 
who relinquished his duties as president but 
who still remains as a consultant. 
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INDUSTRY IN REVIEW. . .continued 


Motor Bus Deliveries 


Transit Co. (Va.) 


York (Ohio) 


City 


(Calif.) 


GENE P. ROBERS has been appointed 
sales manager of the newly created dis- 
tributor division of the Weatherhead Com- 
pany. He formerly was sales manager of 
the Standord Parts division. 


Lockport Bus Lines, 


(Mass.) 


Northland 
(Minn.) 


Ine. (Okla.) 


H. A. SCHAEFFER has been appointed to 
succeed Luikart as secretary-treasurer of the 
Quaker City Bus Company. With the com- 


pany since 1936, he was named comptroller 
in 1951 


Pacific 
Pennsylvania 
(Ohio) .. 


The St. 

(Ohio) 
Scarsdale Bus Corp. 
Schneider Bus Lines 
Suburban Bus Lines 


John 


N. 


Tri-City 
(N.C.) 


Urban & Palsgrove ( 


Valley Coaches Inc. 


Western Transit Co. 
Whitfield Bus Lines 


tion Venders, Inc. (N. J.) has announced the 
appointment of Percy Mostow Enterprises, 
Manitoba, Canada, Canadian distrib- 
utors for penny chewing gum and candy 


machines 


as 


complete. 


Nevada Transit Co., 
New England Greyhound Lines Inc. 


Safety Transit Co. (N.C.) 
Transportation Co. 


Transportation 


City of Alexandria (La.). 
Amarillo Bus Co. (Texas) 


Dow Chemical Co. (Mich.) 
Duke Transit Co. (Ky.). . 


Georgia Power Co. (Ga.).... 


City of Janesville (Wisc.) 


Kankakee Motor Coach Co. (IIL) 
Kerrville Bus Co. * (Texas) 


Laredo Transportation Co. (Texas) 
Laurel Line Transportation Co. (Pa.) 

Louisville Transit Co. (Ky.) 


Inc. 


Inc. 


Inc. 


The Oklahoma Transportation Co., 


yreyhound Lines (Calif.) 
Greyhound 


Pioneer Bus Lines (Mo.) 


(N.Y.) 


(Nev.) 


Alexandria, Barcroft & Washington 


Central Greyhound Lines Inc. of New 


Chestnut Hill Bus Corp. (Conn.) . 
Chicago Transit Authority (Ill). 
ransportation Co. (Texas) 
Cleveland Transit System (Ohio)... 
Consolidated Bus Lines Inc. 
hy ity Municipal 


(W. Va.) 


Bus Lines 


Danville Bus Lines, (Ind.) . 
Department of Street 
(Mich.) 


Railways 


Inter-City Coach Lines Co. (Mich.).. 


Mayflower Coach Corp. (N.Y.).... 
McCormack Coach Co. (IIL) 
Medicine Lake Bus Co. (Minn.) 
Minnesota Transit Lines, Inc. 
Missouri Transit Co., 


(Minn. 
(Mo.) 


North Branch Bus Co. (Pa.) 
Greyhound L 


ines Inc. 


Northwest Greyhound Lines (Wash.) 


Overland Greyhound Lines (Nebr.) 


Lines 


The Raleigh Transit Co. (W.Va.) 
Reading Transportation Co. (Pa.).. 


(Mod.) 


(N.C.) 


Ti.) 
(Ga.) 


Inc 
(N.Me 


Woodlawn & Southern Mtr. 


(Mont.). 


Co. Ine, 


BUS AND TROLLEY BUS DELIVERIES 


Number 
of 


Manu- 
Buses facturers 
GMC 
Marmon- 


6 GMC 
2 GMC 
42 Fixible 
2 MC 
68 GMC 

6 


Southern 


Marmon- 
Herrington 


GMC 


GMC 
1 Beck 


8 
1 GMC 
1 GMC 
1 GMC 


1 Beck 
1 GMC 
1 Fixible 
2 MC 


3 GMC 
1 GMC 
4 GMC 
5 GMC 


4 GMC 
1 GMC 
1 GMC 
4  Fixible 
2 GMC 
1 GMC 
1 GMC 
1 GMC 
1 GMC 


1 GMC 


Model 
and 
Types 


TDH-4512 


Herrington 8M2B 
GMC 


2BB 
TGH-3102 


PD-4104 
TGH-3102 
FL-2P-40 
TGH-3102 
TDH-S5105 
PD-4104 


TGH-3102 
TGH-3102 
TDH-5105 
TGH-3102 
TGH-3102 


F-31M 


8M2CA 
TGH-3102 


TGH-3102 
BM-37 Special 


TGH-3102 
TGH-3102 
TGH-3102 
TGH-3102 


TGH-3102 
BM-37 Special 
TGH-3102 
218B!1 

TGH-3102 
TGH-3102 


PD-4104 
TGH-3102 


PD-4104 
PD-4104 
PD-4104 
PD-4104 
PD-4104 
PD-4104 


TGH-3102 


TGH-3102 
218GM7 


TGH-3102 


TGH 
TGH 
TGH 
TGH- 


TGH- 


3102 


3102 
3102 


3102 


3102 


GMC 


TGH-3102 


GMC 


PD-4104 


x.) 
Coach 


Total Deliveries reported in this issue 372 
*Deliveries received too late for February issue. 
NOTE: This list is based on monthly reports from manufacturers 


manufacturers report regularly, consequently, 


GMC 
GMC 


Co. (Pa.) 1 Beaver 
Miscellaneous Deliveries 
Alverno College (Wisc.) 1 GMC 
Bethlehem Steel Co. (N.Y.) 1 GMC 
Fitzgerald Public School (Mich.) 1 GMC 
Northwestern Improvement Co. 
(Minn.) 1 Flxible 
Palo Alto Unified School District 
(Calif.) GMC 
WILLIAM V. HANIG has joined the staff The Rusens Borough Public Library siiaeee 
) 
of the Rhodes Bus & Equipment Company, The Superior Electric Co. (Conn.). da Flxible 
Foreign veries 
Inc. Formerly manager of Chemical Bank General Motors Corp. Foreign Distri- Spain 
and Trust Company, he will now specialize bution Div. (New York) 1 GM¢ 
General Motors Overseas Operation 
in sales development for Rhodes. (N.Y.) 209 GMC 
Armando Gutierrez (Chile)* 2 Beck 
Puerto Rico Transportation Author- at 
BEN H. GOLOB, president of Transporte- 


TGH-3102 
TGH-3102 


B-35PT 
TGH-3102 
TGH-3102 
TGH-3102 
208F Al 
TGH-3102 
TGH-3102 
218B1-Special 
TGH-3102 


PD-4104 
BM-37 Special 


FT-35 


31 


31 
Special 
31 


41 
37 


44 


Not all 


this list is not to be considered 


ov 
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Seats 
45 
32 
3 4! 
1 
52 
31 
51 
q 41 
2 1 GMC 31 
3 GMC 31 
31 
37 
31 
F 31 
3 31 
31 
31 
31 H 
q hd 29 
31 
41 
— 41 
6 GMC 41 
37 
31 
31 
| | Bee 31 
3 i 
31 
31 H 
= 
29 
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The Dana Corporation comprises a group of industries that is widely diversified in lines 
of manufacture. Its principal service is to those companies producing passenger cars, 
trucks, buses and tractors, and other self-propelled vehicles, for civilian and military use. 
Many Dana products are used in the aircraft industry, and as components in a wide 
range of machinery and appliances. 


The Dana Corporation had its founding in the Spicer Corporation in 1904. This company 
was formed by Clarence W. Spicer, inventor of the first commercially-produced 
automotive universal joint. Spicer Joints now are used as standard equipment on a 
majority of the world’s automotive vehicles. Today the Dana Corporation produces 

in its 10 modern domestic plants, and associated plants in Canada, Great Britain and 
France, the following products: transmissions, universal joints, propeller shafts, 
Brown-Lipe and Auburn clutches, forgings, axles, stampings, Spicer Brown-Lipe gear 
boxes, Parish frames, torque converters, power take-offs, power take-off joints, rail car 
drives, railway generator drives, aircraft gears, and welded tubing. 


Charles A. Dana 
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For nearly 50 years, 


“SPICER SALISBURY” 
has meant quel axles 


The Spicer Salisbury Axle for passenger car and light 
commercial use is engineered for long, quiet life. It offers 
these special features: 


RIGIDITY —The special Spicer design and construction 
maintain accurate alignment of gears and bearings 
under all speeds and loads. Result: quiet axles! 


LUBRICATION — Scientifically developed control of oil 
circulation provides a constant, correctly proportioned 
flow to all gears and bearings for effective lubrication 
and cooling. Result: quiet.axles! 


RUGGEDNESS—Sturdily constructed to withstand the 
high speeds and extremes of punishment which are com- 
mon in modern automotive vehicle operation. Result: 
quiet axles! 


SPICER MANUFACTURING DIVISION 


of Dane Corporation Toledo 1, Ohio 


TRANSMISSIONS « UNIVERSAL JOINTS « PROPELLER SHAFTS © BROWN-LIPE 
ind AUBURN CLUTCHES «© PORGINGS « AXLES « STAMPINGS © SPICER 
BROWN UPE GEAR BOXES © PARISH FRAMES © TORQUE CONVERTERS © 
POWER TAKE. OFF + POWER TAKE.OFF JOINTS e¢ RAM. CAR DRIVES 
RAILWAY GENERATOR DRIVES « AIRCRAFT GEARS WELDED TUBING 


THIS IS SPICER tm 


WAYNE, INDIANA 


Sp 


The Salisbury Axle Division of Dana 
Corporation is devoted exclusively 
to the manufacture of the Spicer 
Salisbury Axle, widely used in auto- 
mobiles, taxicabs, and light trucks 


50 
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Moraine-400 is a new type of automotive engine 
bearing—so tough that bearing life has been im- 
pressively increased . .. so tough that bearing mainte- 
nance has been impressively reduced! 


Moraine-400 is made from aluminum-base alloy— 
developed by General Motors-Moraine research over 
a ten-year period—that is bonded to a steel back. 
When Moraine-400 is used, bearing length can be 
reduced, crankshafts can be strengthened to handle 
greater piston loads, and engine builders can pack 
more horsepower into existing engines without in- 
creasing the size of the engine! 


Many new automotive and off-the-road engines— 
both gasoline and Diesel—that deliver greater 
power per bearing length are being equipped with 
tougher, longer-lasting Moraine-400 bearings. 


And remember... Moraine also makes the famous 


Moraine-100 bearings —now used as original equip- 
ment on many of the nation’s finest cars and trucks. 


DIVISION OF GENERAL MOTORS CORPORATION, DAYTON, OHIO 
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Solved 

the tough problem of engine bearings 

with the toughest automotive 
engine bearings ever made! 

moraine 

Products 
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BRAKE BLOCKS AND LININGS [| 


~ 
Bendix. Eclipse 


: The Most Trusted Name 
in Braking 

2 ASSURES LONGER 
LINING LIFE 


Throughout the trucking industry, 
the name “Bendix” stands out among 
all others in braking as the accepted 
ee standard for quality and depend- 
ee ability. Whether the braking system 
: is air, vacuum or hydraulic, truck 
operators know from practical expe- 
rience that Bendix builds it better! 


It stands to reason, then, when it 
Se comes to brake blocks and linings, 
ae your logical choice should be Bendix- 
ae Eclipse. For Bendix-Eclipse* Brake 
Blocks and Linings are produced by 
the sarme men who design and build 
the superior Bendix braking equip- 


ment. Thus, you ean be sure of longer 
lining life when you use Bendix- 
Eclipse. Let your own maintenance 
: “i records prove this—install Bendix- 4 
Eclipse Brake Blocks and Linings on 
your trucks and see the difference! 
3 
MARSHALL-ECLIPSE DIVISION OF endix 
TROY, NEW YORK & 
OWNS 
| 64 March, 1954 
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orders more PROPANE 


This new purchase 
marks Wichita’s 12th 
consecutive order 
for Twin Coaches — 
today’s Revenue and 
Economy Leaders! 


— March, 1954 


@ In 1950, Wichita Transportation Corp. became one of the first of the nation’s 
transit companies to operate on propane. 

Today Wichita has a fleet of 91 propane Twin Coaches—and will soon put 10 
more 40-passenger Flxible-Twins into daily service. 

Last year’s operating figures show a total of 4,296,321 miles traveled with a 
fuel cost per mile of only .03366. 

As for maintenance, J. E. Ebinger, Wichita vice president and general manager, 
says: “‘The first of our Fageol powered propane buses, purchased 3% years ago, has 
operated 230,000 miles. Based on results to date, it is not inconceivable that pro- 
pane engines will run 400,000 miles before a rebuild, and perhaps even more.” 

And—in Wichita, odorless propane helps to keep the city free of obnoxious, 
irritating exhaust fumes. Ave 
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City Cab Company decided to try Philgas* as a motor 
fuel in two of its “Chevvy”’ taxicabs in May, 1953. The 
results of the test can be shown in one statement of fact. 
The entire fleet of City Cab Company is to be powered 
by Philgas. The president of the company, Frank Nigro, 
gets right to the point in telling why: “Simple economics 
made me convert to Philgas. I save two ways. Fuel costs 
are lower, maintenance is less. Take my word for it, 
cabs operate more efficiently—more economically on 


Philgas.”’ 


This is another example of how fleet owners are saving 
money with Philgas. This power-packed motor fuel has 
proved successful in trucks, buses, construc- 
tion equipment, cabs—wherever internal com- 
bustion power is needed. 

Find out how you can get more efficient, 


ECONOMICS MADE 
CONVERT 


FRANK NIGRO 
CITY CAB COMPANY, 
COUNCIL BLUFFS, IOWA 


tamination. 


before overhaul. 


more economical operation in your fleet with wae 
Philgas. Write for details. 


Offices in: 


AMARILLO, TEX. —First Not’! Bank Bidg. 
CHICAGO, ILL. —7 South Dearborn St. 
DENVER, COLO. —1375 Kearney Ave. 
DES MOINES, IA.—606 Hubbell Bidg. 


us 
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ALL-PURPOSE FUEL 


CHECK THESE PHILGAS ADVANTAGES 
J Burns completely with no oil dilution—less con- 


J Low fuel cost—lowers operating costs. 
J Lower cylinder wear—no cylinder wall washing. 
J Longer ring and valve life. 


Cuts maintenance costs—thousands of miles more 
J No smelly fumes or exhaust smoke. 


Put Philgas to work for you. You can use it 
to advantage no matter what type of fleet 
you operate. Write for complete details. 


| *Philgas is the Phillips Petroleum Company trademark for 


SALES DEPARTMENT, Bartlesville, Oklahoma 


INDIANAPOUS, IND. —1112 N. Pennsylvania St. 
KANSAS CITY, MO.—500 West 39th St. 


NEW YORK, N. Y.—80 Broodwoy 
OMAHA, NEB.— WOW Building 


March, 1954 


its quality LP-Gas 


RALEIGH, N. C.—16 W. Martin St. 
ST. LOUIS, MO. — 425) Lindell Bivd. 

MINNEAPOUS, MINN, —212 Sixth St. South TAMPA, FLA.—1506 South Dale Mabry 
TULSA, OKLA. —1708 Utica Square 
WICHITA, KAN. — 501 KFH Building 


or bottled gas (butane, propane). 


PHILLIPS PETROLEUM COMPANY 
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Budd Wheel | 
Distributors 


AKRON—Motor Rim Manufacturers Co. DAYTON—Rim & Wheel Service, Inc. 


ALBANY— Wheels, Incorporated DENVER—Quinn & McGill Motor Supply Co. 
ALBUQUERQUE—Wheels & Brakes, Inc DES MOINES—Des Moines Wheel & Rim Co. 
ATLANTA—Harris Automotive Service, inc. DETROIT—H. & H. Wheel Service, inc 
BALTIMORE—R. W. Norris & Sons, Inc. EVANSVILLE—Auto Wheel & Rim Service Co., Inc. 
BIRMINGHAM— Wheel, Rim & Parts Co. FARGO—Wheel Service Company 
BOSTON—New England Wheel & Rim Co. FORT WAYNE—Wheel & Rim Sales Co. 
BUFFALO—Frey, the Wheelman, Inc GRAND RAPIDS—Rim & Wheel Service Co. 
CHARLOTTE—Carolina Rim & Wheel Co. HARRISBURG—Standard Wheel & Rim Co 
CHICAGO—Stone Wheel, Inc. HARTFORD—Connecticut Wheel & Rim Co 
CINCINNATI—~-Rim & Wheel Service, inc. HOUSTON—Southwest Wheel & Equipment Co. 
CLEVELAND—Motor Rim Manufacturers Co. INDIANAPOLIS—Indiana Wheel & Rim Co 
COLUMBUS—Hayes Whee! & Spring Service JACKSONVILLE—Southeast Wheel & Rim Co. 
DALLAS—Southwest Wheel, inc KANSAS CITY—Borbein, Young & Co 


DAVENPORT—Stone Wheel, inc. KNOXVILLE—Harris Automotive Service, inc. 


; 


Threading the thick traffic in downtown Chicago are hundreds of 
modern, propane-propelled buses. Now the Chicago Transit Authority 
announces that 400 more Flxible Twin Coaches of this type will 
soon go into action. Each will be rolling on Budd wide base wheels. 


Flxible tells us that there is no more vital requirement for efficiency 
and economy in bus operation than tire mileage. They attribute 
Flxible’s enviable record of performance and roadability to Budd 
wheels, in great part. Many another user, from coast to coast, has told 
us that proper rim-tire application, which superior Budd wheels 


provide, has meant slashed operating costs. 


If your business depends on wheels, call on your Budd wheel dis- 
tributor below. He’ll be glad to survey your rolling stock and advise 


you, without cost, whether a changeover to Budd wide base wheels 


can offer you better tire mileage and roadability. 


THE BUDD COMPANY DETROIT 15 4 


LOS ANGELES—Wheel Industries, inc PITTSBURGH—Wheel & Rim Sales Co. SYRACUSE—Colbourn Wheel & Rim Service, inc. 
LOUISVILLE—Auto Whee! & Rim Service PORTLAND—Six Robbliees’, Inc TACOMA—Six Robbiees’, inc 
LUBBOCK—Southwest Wheel. inc PROVIDENCE—New England Wheel & Rim Company TOLEDO—Wheel & Rim Sales Co 
MEMPHIS—Beller Wheel, Brake & Supply Co RALEIGH—Carolina Rim & Wheel Co. WICHITA—Borbein, Young & Co 
MILWAUKEE—Stone Manufacturing Co RICHMOND—Dixie Wheel Co., Inc WINSTON-SALEM—United-Automotive Service 
MOLINE—Mutual Wheel Co ROCHESTER—Frey, the Wheeiman, Inc. 

SH 1 Wheel. Br SALT LAKE CITY—Henderson Rim & Wheel Service EXPORT 
& Supply Co SAN ANTONIO—Southwest Whee! & Equipment Co, CLEVELAND—C. 0. Brandes, Inc, 
NEW HAVEN £ wt & Rim SAN FRANCISCO—Wheel Industries, inc 

VO. SEATTLE—Six Robblees’, Inc CANADA 

NEW ORLEANS—Southern Wheel & Rim Co. SOUTH BEND—Wire & Dise Wheel Sales & Service CALGARY—Mutual Supplies, Ltd 
NEW YORK—Wheels, Incorporated SPOKANE—Bearing & Rim Supply Co EDMONTON—Alberta Wheel Distributors, Ltd. 
OKLAHOMA CITY—Southwest Wheel, Inc. SPRINGFIELD, ILL.—Illinois Whee! & Brake Co, MONTREAL—Auto Wheels & Supplies, Ltd 
OMAHA—Morgan Wheel & Equipment Co., Inc SPRINGFIELD, MO.—Borbein, Young & Co. TORONTO—Wheel & Rim Co. of Canada, Ltd. 
PEORIA—Peoria Wheel & Rim C ST. LOUIS—Borbein, Young & Co. VANCOUVER—Wheels & Equipment, Ltd. 


PHILADELPHIA—Thomas Whee! & Rim Co., Inc ST. PAUL—Wheel Service Co. WINNIPEG—Ft. Garry Tire Service Ltd. 
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depend on idem ther safe stops 


Thermoid ‘Brake Blocks aN used by festa from coast to Pees. 
They’re the original equipment choice of leading bus and truck © 
manufacturers. Compoundedunder Thermoid’s exclusive Dry Mix 
Process, originally develepet for ‘heavy duty amphibious military 
vehicles, Thermoid Bra Blocks meet the most rigid stopping tests, 
regardless of weather. condifi or ‘operating temperatures. 
Despite increased speed, power and. congested traffic, you can rely on 
the long lasting dependability and ebonomyof Thermoid Brake 
Blocks\—designed for maximum safety at minimum cost per mile. 


Thermoid Company * Trenton, New Jersey 
the standard of precision processing in 


brake lining, brake blocks, hydraulic fluid, 
cylinder assemblies, hydraulic brake parts. 


J 
| 
‘ 
i 
: \ 
| \ qe 
1 \ 


Photo Courtesy Pitteburgh Raiways Co. 


Koroseal-—the bus upholstery 
that can live with the public 


ip spite of John Q. Public's dripping 


umbrellas and feet-on-seat habits, 
Koroseal always seems clean and new. 
In fact, Koroseal stays new looking 
for years after ordinary upholstery 
would be scratched, torn and badly 
worn. This is one reason why bus oper- 
ators who specify Koroseal automati- 
cally save money 


Koroseal stands nearly everything — 
resists grease, oils, most stains, acids 
and common chemicals 


After 8 years of use, a buyer for one 
major seat manufacturer says he has 
never had a complaint about Koroseal 
upholstery. 


Koroseal upholstery even resists 
flame—always goes out when flame is 
removed. Heavier grades pass all flame- 
resistance specifications of Federal 
boards, Army, Navy and Air Force. 
Flame resistance is permanent, will not 
leach out. In lighter grades, only the 


Koroseal coating itself 1s flame resisting. 


People like to ride on Koroseal—it 
won't get tacky and stick to clothing 
in hot weather. And it’s easier to slide 
across, which protects passengers’ 
clothing. 

Koroseal is easy to work with, saves 
upholsterer’s time. It cuts, trims and 
fits with little waste. Everyone benefits 


when Koroseal is specified —seat man- 
ufacturers, coach builders, bus opera- 
tors and passengers. Koroseal is made 
by The B. F. Goodrich Company, Mari- 
etta, Ohio. 


Trade Mark—Heg. U. 8. Pat. Off, 


BUS UPHOLSTERY 


B.E Goodrich 


INDUSTRIAL PRODUCTS 
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The initial price you pay for diesel engine parts 
is by no means the whole story. Much more im- 
portant is the total cost of parts during the operat- 
ing life of your buses. Figured that way, you'll 
find that Mack Diesel engine parts ultimately 
cost you much less. And here are some good 
reasons why: 


Parts last longer, need less replacement in a Mack 4- 
cycle Thermodyne” Diesel engine because they are 
subjected to less wear and strain. 


Fewer component parts are needed because of Mack's 
simpler design. 


MACK MANUFACTURING CORPORATION 


Bus Division 
Empire State Building, New York 1, N. Y. 


Longer periods between overhaul means less down-time 
and much lower labor costs. 

Lower-cost maintenance is assured because there's 
nothing complicated about a Mack Thermodyne Diesel 
engine to hamper fast and easy maintenance. 

No extensive specialized training of shop personnel is 


needed because of the simplicity of 4-cycle design of 
the Mack Thermodyne Diesel engine. 


Add to these benefits the unrivaled fuel economy 
you get with Mack 4-cycle Thermodyne Diesel 
engines and you have the picture in proper focus. 
From every angle— Mack buses cost less to operate. 


MONEY WITH 


MAKE MORE Uy 
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When motor coach men get together to operation... year-after-year dependability 


talk air conditioning, the inevitable deci-  _.. . lowest maintenance cost .. . plus an 


sion is Tropic Aire—Carrier for dozens annual service record of twenty-billion 


of reasons... passenger comfort... quiet passenger miles! 


“ 
Carrier 
LAE inc. 5201 W. 65th STREET, CHICAGO 38, ILL. 
TROPIC-AIRE, INC., 1S A SUBSIDIARY OF McGRAW ELECTRIC CO., CHICAGO al 
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PARTS. 


MARTIN-SENOUR 


Came 


BRIDGEPORT 
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CHASES 


to know! 


nationa brands is 
the genuine quality of these ly 
doubly assured by the makers’ integrity 


For genuine quality and coverage, the group of all the facilities, resources and experience of a 
lines your NAPA Jobber stocks cannot be great national organization devoted to the pur- 
surpassed. Many of these NAPA lines are widely pose of serving your needs well. Wouldn't it pay 
used as original equipment. In every case, the you to concentrate your purchases of parts and 
lines which bear the NAPA Seal are recognized supplies with him? 

by automotive engineers as meeting the highest 

standards of quality. And combined with this uni- National Automotive Parts Association, Detroit, 

form and dependable quality, your NAPA Jobber in behalf of the thousands of independent 

is equipped to offer you extraordinary service. 
He can replenish his stock overnight—or obtain 
the seldom needed parts no jobber can afford 
to stock, in record time... from his nearby 
NAPA Warehouse. There’s no waiting “for 


shipment from the factory.” ad 
This unbeatable NAPA combination of quality, 


coverage and service is yours in any purchase who supply fleet operators ond the automotive 


from -to-coast witn 
you make from your NAPA Jobber. You can buy hw 
with confidence, because he has at his command of quality automotive parts and supplies. 


*Famous names in Automotive products distributed by NAPA 
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26,000 uphill miles per year! COMMUTERS AND SCHOOL CHILDREN ore 


never disappointed. Chartier’s buses are always 


8 A VERMO NT right on schedule, thanks to Cities Service Products. 


MOUNTAIN USES CITIES 
SERVICE GASOLENE AND OIL! 


Says Rodolph Chartier, Megr.: 
“Only Cities Service Products | 
Have Provided The Quick, Sure CHARTIER SWITCHED TO CITIES SERVICE four 


Starting, Power and Thorough at" 
Lubrication We Must Have!’’ 


Up the mountain, down the mountain... up the mountain, down the mountain 
«+. 21 times a day! That's about as rugged a bus route as you'll find, in a really 
rugged piece of country. 

Vermont winters are cold... and winter starting is a problem. Chartier says: 
“Cities Service Gasolene gives us quicker starting than any other.” 

Twisting, turning, uphill Vermont roads are rough. Chartier says: “We haul 
80,000 passengers, 52,000 miles per year and Cities Service Gasolene provides 
more power than we need...more than we've ever had.” 

Heavy loads and tough hills mean hot engines. Chartier says: “Cities Service 
Triple HD Koolmotor Oil, S.A.E. 20, provides thorough lubrication under these 
engine-breaking conditions. We seldom add a pint between thousand-mile changes.” 


Why not consider Cities Service Gasolenes, Oils and Greases 
in your Bus or Trucking Operation? QUALITY PETROLEUM PRODUCTS 


BUS TION * Mar h, 1954 7 
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FOR FLEETS ONLY 


March, 1954 


| FLEET OWNERS: 
{Import4 purOlator 
from 
| min a special 
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saving filter deal 


.. featuring the new 


low-cost fleet package 


BUS 


TRASPORIATION 


. 


Call your jobber today. Ask him about the special fleet package deal 
on new Purolator PUR-PAK filter elements. The price is low! 


ENGINEERED especially for fleet service—to 
give you dependable filtration at minimum 
cost, Purolator Pur-PAK filter elements are 
the answer to your low-budget filter main- 
tenance problems. 


PurR-PAK elements are constructed of the 
finest, selected, lint-free cotton fibre, field- and 
lab-tested; give maximum service in oil filter 
applications. The dirt retention abilities of 
this filter are unsurpassed for its type. 


Now’s the time to go Purolator all the 
way ... because Purolator has the complete 
fleet line. Pur-PAK for economy. Micronic* 


*Trade mark reg. U. S. Pat. Off. 


where only the best will do! They make an oil 
filter team that can’t be beat for any fleet! 


Remember, too... Purolator leads in auto- 
motive oil filtration. When you buy Purolator, 
your choice is backed by the world’s largest 
filter research and production facilities. You're 
sure that the latest and best filter improve- 
ments will always reach you first! 

Telephone your jobber right now. Ask him 
about the Pur-PAK carton package. You'll 
like the low, competitive price—the best 
filter protection for the smallest dollar invest- 
ment. 


PurOlator 


O18 FILTER 


PUROLATOR PRODUCTS, INC., Rahway, New Jersey and Toronto, Ontario, Canada 
Factory Branch Offices: Chicago, Detroit, Los Angeles 


March, 1954 
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DELCO-REMY A.C. GENERATOR 
Heavy-Duty 180-Ampere Output Capacity 
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A.C. (GENERATOR 


LAMP 


Regulator 
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WHEREVER 


WHEELS 


The Delco-Remy A.C. generator is the heart of a 12-volt 
A.C.-D.C. electrical system designed specifically for modern 
buses with fluorescent lighting and extra-heavy electrical loads. 


Desirable performance characteristics include cut-in at ap- 
proximately 550 generator rpm . . . maximum output of 180 
amperes at approximately 2000 rpm. The new generator 
supplies not only alternating current for fluorescent lights but 
also ample direct current for the heaviest electrical loads 
coupled with lengthy engine-at-idle periods. 


Impressive features of the new generator are its light weight, 
its very high output capacity, and its ability to operate over a 
wide speed range with greatest efficiency. Specify Delco-Remy 
electrical equipment on your new buses. 


TURN OR PROPELLERS 


March, 1954 
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_DELCO-REMY D.C. SPLIT- FIELD GENERATOR 
Heavy-Duty 120-Ampere Output Capacity 


The Delco-Remy 12-volt split-field generator and its com- 
panion regulator are rugged and dependable —designed to meet 
the needs of transit buses having increased electrical loads 
coupled with a high percentage of engine idling time. 


Desirable performance characteristics include low cut-in, high 
output at engine idle, and quick attainment of maximum 
output. Cut-in occurs at approximately 550 generator rpm 

. output reaches 70 amperes at approximately 700 rpm... 
maximum controlled output of 120 amperes above 850 rpm. 


Operating benefits include reduced battery cycling, long 
battery life, and a simplified electrical system with sustained 
voltage —- at no sacrifice in ruggedness or dependability. 
Specify Delco-Remy electrical equipment on your new buses. 


Delco-Remy 


DIVISION, GENERAL MOTORS CORPORATION, ANDERSON, INDIANA 
WHEREVER WHEELS TURN OR “PROPELLERS SPIN 
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Neo. 1250 9” High Speed 
Heavy Duty Sander 

Ne. 1259 9” Standard Duty 
Sander 


Portable 


Smooth, dependable SIOUX 
Sanders assure the highest 
quality work with cost-cutting 
speed and efficiency. 

Forty years of outstanding 


yond a doubt, the SIOUX 
reputation for precision engi- 
neering and quality manufac- 
ture. There’s a SIOUX Sander 
to meet each requirement. 


service have established, be- 


* BALL BEARINGS % PERMANENTLY LUBRICATED % HEAT 

TREATED ALLOY GEARS y%& CYCLONE FAN VENTILATION * 

PATENTED SPINDLE LOCK FOR CHANGING DISCS »% THREE 

CONDUCTOR CORD FOR GROUND % DURABLE ALUMINUM 

METALLIC FINISH % OIL PACKED AND SEALED % NEEDLE 
ROLLER BEARINGS 


“RESIN BOND” ABRASIVE DISCS 
DP A Type For Every Purpose 


INDUSTRIAL REGULAR - OPEN COAT 


Neo. 1267 7” High Speed 
Heavy Duty Sander 

No. 1265 7” Special Electric 
Sander 


use SIOUX ALL THE WAY THROUGH! 


Electric Drills, Sanders, Polishers, Bench Grinders, Abrasive Discs, Portable 
Grinders, Valve Seat and Face Grinders, Electric Hand Sows, Flexible Shofts 


Sold Only Through Authorized SIOUX Distributors 
Ne, 1256 7 


Lightweight ALBERTSON & co., INC. 
Electric Sander 


SIOUX CITY, IOWA, U.S. A. 


March, 1954 
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with 

improved 
Dual- Range 
Hydra-Matic 


Drive.. 


a 
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Wa light transit mode 
ege e 
at a elilive piuce 
— 
transmission in the light transit field 
: ..only automatic transmission in the light transit field Ti 


Its many BIG 


features 


your standard 


Is your old equipment driving riders away and wiping 
out your net earnings in excessive operating costs? 

If so, you can attract riders, give them better service, 
and end such high costs with economical GM Light 
‘Transit coaches. And for a surprisingly low investment, 
too—these 31-33 passenger models sell for approxi- 
mately $9,300, including taxes, less tires. 

Yet they are quality built through and through. You 
can see it first in their “Big Coach” styling. They are 
actually a counterpart of larger GM coaches in design 
and appearance. 

And in construction too. They are built in the same 
factory, by the same skilled workmen, on production 
jigs and fixtures, to the same high standard of quality. 

You can see that quality in the strongly-constructed, 
riveted body with its gleaming, custom enamel finish . . . 
in the massive, sturdy chrome-plated bumpers . . . in 
the extruded aluminum window sash,—with safety 
glass throughout as standard equipment. 

Exclusive Dual-range Hydra-Matic Drive (standard 
equipment) gives riders a safer, smoother ride, and by 
eliminating gear shifting, reduces driver fatigue— 
enables him to concentrate on his passengers and traffic. 
It reduces wear and tear on the engine, drive shaft and 
rear axle, saving maintenance. 

Lightweight (under 10,000 lbs.), integral construc- 
tion and rugged 270 cubic inch gasoline engine provide 
economical operation. Some operators report as much 
as 8 miles per gallon of fuel. 


Transverse mounted rear engine is easily accessible 
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COACI ] SAURA TRANSIT Co. 


will raise 


O service 


for service. Entire power train is quickly removable as 
a unit for major overhaul. 

And back of all this, you have the assurance of a 
stable, responsible manufacturer, a conscientious service 
organization, and replacement parts at low cost. 

You can get some idea of the acceptance of this model 
by the increasing number of operators buying them. At 
present 1,457 are in service on more than 300 properties. 
Many companies are systematically converting their 
fleets by means of regular annual purchases, 


These 200 GM Light Transit models were delivered 
in December and January. 


(Note the large number of repeat orders*) 


Algoma Stee! Corporation Ltd 4 *Lockport Bus Lines 
Alverno College Louisville Transit Co. 
*Amarilio Bus Company Lower Valley Bus Line 

*Auch-Interboro Transit Co. Mayflower Coach Co. 
*Battie Creek Coach Company Medicine Lake Bus Co. 
*Bethiehem Steel Co Miami Transit Co. 
Bornscheuer Bus Co *Missouri Transit Co 
*Camden ee Bus Co Nevada Transit Co 


Capitol Transit 
North Branch Bus Co. 
*Ortman-Stewart Transp. Co 
Chestnut Hill Bus Co 
Bus Lin 


*Citizens Transit Line 
*City of Culver City Queensborough Public Library 
City of Janesville *Raleigh Transit Co. 
City Transportation Co *Safety Transit Co. 
Danville Bus Lines Safeway Suburban Lines 
*Dow Chemical Co *Salina tenet Co. 
*Scarsdale Bus Corp. 


Duke Transit Co 
Fitzgerald School *Schneider Bus Lines 
Geneva Transit Corp *St. John Transportation Co. 
*GM Overseas— Brazil Suburban Bus Lines 
*GM Overseas — iran Suburban Transportation System 
Tri-City Transp. Co. 


Grandville-Wyoming Transit Co 
Trumbull Coach Lines 


inter-City Bus Co 
lowa City Coach Co *Twin City Transit Lines 
*Kankakee Motor Coach Urban & Palsgrove 
*Laredo Transportation Co *Western Transit 
*Laurel Line Transportation Co. *Whittield Bus Lines. . 
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Safe and Efficien; 
TRANSPORT 


our gi buses 
ur S0echeg 6 12 the 
®8Utomatig transmiss which 
an PPoperly t 
for Our lon ne 
Which Over 
date 


8 thout 
ur ®*Xperieng n 

a we e 

to the Smal] 


Kindest Persqna) regards, 
30, 
Mir, 


Fleischer, Genera) Manager 
Reno Bus nes, Ino, 
Reno, Nevade 


N 
Divisio 
GMC TRUCK & COACH 

COACH 


RATION 
ERAL MOTORS CORPO 
GEN 


it Performa 
4 RENO BUS LINEs, Inc, . Reno, Nevada 
220 EAST SECOND STREET 
February 16, 1954 t 
4 MP. O, Sromwe)) 
Di Strict ve 
x GM Motor Coach Division 
10626 East 14th Street 
Oaklang 3, %alifornia ig 
Dear up, Cromwei); 
annua) board or Girector, meeting January of *B1s year we 
7 OUP past years ©Peration and maintenance SO8t on Our Gy 
fleet or S0acheg, I thought that Perhaps you Might be loteresteq in 
the oVeral) results, 
Seach No, Purchased diode) Liles Todate 
100 February 1953 TH-31oe2 56,420 
102 July 1951 TGH-270g 177,094 a 
[fe 103 January 1950 TGH-270g 235,715 ; 
104 Maroh 1950 TCH-270g £25,099 4 
105 March 1950 TGH-270g 233,599 
106 March 1950 TCH-270g 245,343 4 
48 you Well know we operate Under Chenges or Weather SOndit. 
4 w; tk Snow 8nd ice 12 the Winter time 90 to 100 
4 degree heat during the Sumner MOnths, Under these ©9Dd1 tions Our fleet 
has ®8Veraged better than 123,000 Miles pe, ®Ngine life @nd at that time 
we have Only 108 tall eq Tings and 6Tound the Valves, Our fue) Mileage 
has 1ncreagegq from 6.2 “ileg per S4llon to 7.1 @nd our Make-up Oil 
added between draing hes 8Veraged 335 Mileg per Quart, The above has 
been *0cOmp1 sheq we believe through the Use of the tomatic trans. 7 
4 M1881 and better understanding Of the ©QU1 pment by our @Pivers and 
™M@Chaniog, 
; The Hydramatio sei on Which is Standarg 
5 has in Our °Pinion been the b 
Shop op Out Working On th 
the thinking 
the Tight tia 
hydramat;o tra bout 
any failure to ver loo, . 
hes been °Xinetely #17.00 per 
GM for making this *Pansmission 8Vallab) like 
OUrSel veg, 
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BUSINESS METHODS/A 


Remington Rand Announces the 
New, Fully Automatic Printing Calculator 


A machine, so new, so advanced in de- 
sign and performance that it offers a 
perfect answer to the figurework prob- 
lems of the Transportation field. 

Typical of these figurework require- 
ments are: auditing trip and waypbill 
reports, checking invoices, computing 
percentages for statistical data. 

The new Remington Rand Model 99 
Printing Calculator automatically 
multiplies, divides, adds and subtracts 
amounts up to ten trillion. It proves 
and prints every calculation on the 
tape. It’s the first fully automatic 
printing calculator with all these out- 
standing features: 

Simpla-tape... printed proof in black 
and red with all the essential elements, 
no superfluous or confusing figures. 


Automatic multiplication... fully au- 
tomatie with push-button ease. 
Automatic division...one key to all 
your answers, automatically. 
Automatic credit balances...minus 
totals signalled as credit balances. 
10-key touch addition and subtrac- 
tion...effortless speed through touch op- 
eration of simplified 10-key keyboard. 
Constant key... Remington Rand’s ex- 
clusive multiplication memory feature. 
Total control... for individual or ac- 
cumulative totals, automatically. 
Two-color ribbon...totals, subtotals 
and credit balances printed in stand- 
out red. 
For all the details, including specific 
applications, circle C669 in the coupon 
provided for your convenience. 


Parts Inventory Control System Simplified With Traveling Requisition 


The two cards shown simplify and 
speed the purchase, storage and issu- 
ance of parts and equipment...safe- 
guard against shortages and hold cleri- 
cal errors to a minimum. Here’s why: 
clerks don’t have to transcribe an order 
from an inventory card to a requisition 
blank. The top card, when removed, 
serves as a requisition. The lower, or 
strike-off card, remains in the file at all 
times for posting withdrawals. The 
last entered figure serves as the count 
of balance on hand. 

When supply falls below minimum 
_ safe inventory, moving the Graph-A- 
Matic signal, in the visible margin, to 
“Requisition,” shows the need for’ re- 
ordering. 

This Kardex system is ideal for keep- 
ing track of the multitude of parts in 
maintenance depots. Get free booklet 
“How To Get. Profits From Inven- 
tories”— circle KD375. 
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Management, State and Federal 
Reports Produced At Lower Cost 


Remington Rand punched-card ac- 
counting methods are in profitable use 
for bus line statistical reports, traffic 
studies, mileage and revenue statistics, 
local, state, I.C.C. requirements, ete. 
Equipment can be rented or ac- 
quired by the unique Remington Rand 
Use-Purchase plan. Your local Rem- 
ington Rand representative will see 
that you get expert guidance in select- 
ing the right methods and the right 
equipment to give you the best possible 
results. Or our Business Services De- 
partments (in most branch offices) will 
punch the cards for you and give you 
the up-to-date, accurate records and 
reports you need, without disrupting 
your normal office routine. For more 
information—circle BSD2. 


Now... Quick Photocopies 
With One Simple Machine 


How often could you save valuable time 
and clerical costs with an instant photo- 
copy of a ticket, a claim, or some other 
document? Now, the new Transcopy 
Duplex furnishes such photocopies in 
practical, economical fashion. 

This simple unit exposes, develops 
and prints. It gives you in seconds a 
positive, ready-to-use photocopy of any 
record up to 14%” wide and of any 
length. No darkroom is needed; no run- 
ning water; no special operating skill. 

There is no other way you can buy 
such speed and convenience in photo- 
copying at such low cost. See Trans- 
copy Duplex at work at your nearest 
Remington Rand Business Center. De- 
termine for yourself how soon it will 
show a profit in your operation — we 
welcome this strict test. For illustrated 
facts—circle P344, 


Blemington. Band. 


Room 1941, 315 Fourth Ave., New York 10 
Kindly send literature which ia cireled: 


C669 KD375 BSD2 P8344 


City Jone State 
BT-8 
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OFFERS COMPLETE 
DOOR CONTROL EQUIPMENT! 
ELECTRO-PNEUMATIC | 


ND 
ACCELERATOR A 

INTERLOCKS 
bese perenne and BRAKE 


DOOR ENGINES — 
STRAIGHT AIR 


sed ait 
rmploys compres 
for normal functions 


nt of 
Prevent movemen’ 
ency the coa hile rear or © 
emerg' strai Air system tn ad- ch w holding en- 
4oors an e var ser rear 
emergency | and low-cost, trouble | automatically when 
omy. time-prov 
matic 


; nly when 
to open; release © 
oon are completely closed. 
door cylinders and linkage. 


SENSITIVE EDGES SENSITIVE STEPS 

; doors to reopen TREADLES Lower step may con- 
Cause letely if any ob- STEP e operate nected into the door ena 
comp! he door edge Make rear doo phot tem to fuction as a 
struction touc nes cycle Doors automatically whe front trol Its controls 
yw the closing © treadle a sitive but wi pre- 
close and open ger If front door open closed closing when 
| obstruction is remov coor * must throw switc vent doors *F n the step. 
ig switched “open. closed, operator is automatic. nger stands upo 
door 18 , then, ope’ passe 


e MIDLAND’S complete door control equipment 
includes every type of valve, switch, signal and 
connection required for safe, dependable, efficient 
operation. All have been time-tested and proved. 
All are backed by Midland, one of the world’s 


largest manufacturers of automotive parts. Specify 
Midland and get the best in door controls. 


THE MIDLAND STEEL PRODUCTS CO. 
6660 MT. ELLIOTT AVE. . DETROIT 11, MICH. 
Export Department: 38 Pearl Street, New York, N. Y. 


Those who know Power Brakes 
choose MIDLAND 


wo THe 
250 Service Organizations 
To Serve You 


Wherever You Are 


RAKE EQUIPMENT AUTOMOBILE AND TRUCK FRAMES 


BUS DOOR CONTROLS 
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St. Lovis Public Service Co. 
St. Louis, Missouri . . : j (1,208 busses) 


Niagera Transit Inc. 

Buffalo, New Y . (820 busses) 
Houston Co. 

Houston, Texas (559 busses) 
Atlantic Greyhound Corp. 

Charleston, W. Virginia (476 busses) 
Teche Greyhound Lines 

New Orleans, Louisiana « (252 busses) 
United Transit Co. 

Providence, Rhode Island (416 busses) 
Lovisville Transit Co. 

Louisville, Kentucky . (409 busses) 
the Memphis Street Railways, Inc. 

Indianapolis, indiana . (353 busses) 
Dixie Greyhound Lines Inc. 

Memphis, Tennessee : (211 busses) 
Harrisburg Railways Co. 

Harrisburg, Pennsylvania .. . (49 busses) 
Delaware Coach Co. 

Wilmington, Delaware (138 busses) 
Southern Pennsylvania Gus 

Chester, Pennsylvania . . (92 busses) 
Ohio Valley Bus Co. 

Huntington, W. Virginia _ . .76 busses) 
New England Greyhound Lines, Inc. 

Boston, Massachusetts (92 busses) 
indiana Motor Bus Co. 

Plymouth, Indiana . (39 busses) 
The Bristol Traction Co. 

Bristol, Connecticut... . (16 busses) 


1953 MAINTENANCE AWARD WINNERS 


EDWARDS SASH-EQUIPPED! 


No matter what we might say...the record of Edwards 
Sash in the 1953 ME Awards says it 16 times more elo- 
quently than we ever could —“Edwards Sash is the choice 
both of leading bus builders and profit-minded operators!” 


Whether your service is city, interurban, suburban or cross- 
country, there's an Edwards Sash that meets exactly—and 
economically — every operating and service requirement. 
Write us for complete information. 


EDWARDS SASH 


THE O.M. EDWARDS CoO., INC., SYRACUSE 4,N.Y. 
New York Office—50 Church St., N.Y.7,N.Y. 


In Canada: 0. M. EDWARDS CO. 
Offices and Plant 
335 Laurentian Boulevard, 
St. Laurent, Montreal 9, P.Q. 


March, 1954 
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For more than a quarter of a century, Alcoa has 
worked with leading bus operators and their 
builders planning the aluminum construction 
that converts operating revenue into PROFITS! 

Interior and exterior body panels, forged 
wheels, decorative moldings, structural members 
and castings—they are all examples of alumi- 
num’'s capacity for helping you cut operating and 
maintenance expenses. And Alcoa has the facili- 
ties to help you realize these profits. 

Your Alcoa sales engineer can show you how 
to turn the world’s greatest fund of aluminum 


knowledge into your construction advantages. 
Call him today at your nearby Alcoa sales office 
—listed under “Aluminum” in your classified 
directory, or write: ALUMINUM COMPANY OF 
AMERICA, 1858-C Alcoa Bldg., Pittsburgh 19, Pa. 


ALCOA 
ALUMINUM 


ALUMINUM COMPANY OF AMERICA 
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‘The bigger the job...the more we appreciate 


dependable CHAMPIONS!" 


..» Says: E. W. KOLL, President 
G . W. Thomas Drayage and Rigging Co., Inc. 


San Francisco, California 


TIMELY TIPS 


Whenever new spark plugs are 
installed, take an extra minute 
to check condition of ignition 
cables. Cracked or broken insu- 
lation can short out high volt- 
age, cause spark plug misfire. 
Don't tape cables together as 
induced "cross-fire" mey result. 


‘A 


One of two 178-ton armotures 
delivered to Pacific Gas & Elec- 
tric Co. by Thomas on a 
specially built 74-wheel truck. 
lt took seven truck-tractors to 
supply the power on grades. 
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4 Septembe 14, 1953 
Our Slogan i, "SERVI Cp DAY op 
NITE and Our “UStomers &xpect US to 
; live UP to that Phrase. = 
The "SPARKn to the Situation is 
that Our be Peady and depeng_ : 7 
able a; al] times. Champion, Spark Plugs 
f have been &reat factor in ou; Maine 
taining this S€rvicg 
Yours very truly, 3 
4 THomas PRAYAGE RIgcing CO. , ING. 


PACKARD BATTERY CABLE— Packard battery cables 

are used as original equipment on more cars, 

trucks, buses and tractors than cables of any other 

2 : make. Packard battery cables are full size, full 

More and more, fleet owners are finding that it weight... are available with LEADALLOY termi- 


pays to replace with Packard, the cable pre- nals or leaded brass terminals. Both types are 
packaged in individual cartons—both deliver top 
ferred by automotive engineers. Packard cable performance—both have acceptance, everywhere. 


has exceptional resistance to heat, oil, chemicals 
and abrasion—yields more miles per replace- 
ment. And more miles per replacement is the best 
answer to lower operating costs. See your jobber. 


Equip a// of your vehicles with Packard cable. FOREMOST BUILDER OF 
AUTOMOTIVE WIRING 
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"Thats easy— 
were using 
that 
long-life 
Packard 
Cable 


" 
now. 
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PACKARD IGNITION CABLE—Long considered the 
stindard of the automotive industry, Packard 
high-tension cable is original equipment on 
more cars, trucks, buses and tractors than any 
other cable. Packard FOUR-FORTY and Packard 
LAC-KARD /gnition cables are designed to deliver 
balanced performance in every application. For 
dependability on the job, choose Packard! 


* Wurch, 1954 


A GENERAL MOTORS PRODUCT 


PACKARD LOW-TENSION CABLE—As with Pack- 
ard’s two other products, Packard low-tension 
cable is used as original equipment on more cars, 
trucks, buses and tractors than cable of any other 
make, Packard's 249 COMPOUND insulation, by 
every laboratory test and by the test of long, hard 
usage in the field, has exceptional resistance to 
heat, oil, chemicals and abrasion. 


Packard Electric Division 
General Motors Corporation 


Warren, Ohio 


A UNITED MOTORS LINE 
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And for good reasons! We can assure 
you in advance that a Timken-Detroit 
axle can take a harder beating on the 
job it was built for than any other axle 
made! 

We capsuled a multi- thousand acre 
proving ground into one room. Here our 
engineers put 50 years of experience in 
building axles for trucks, buses and 
trailers to work. Here the axles and 


is 


grin 


in the new Timken-Detroit 
proving ground.. 


We jounce, twist and grind them. We abuse, torture and ruin 
them. We duplicate any on-the-job hauling situation... 
then add several special brutal tests of our own. 


~ 


gearing are subjected — indoors —to any 
outdoor hauling condition . . . and sci- 
entifically analyzed. 

It’s research to the “umpteenth” de- 
gree. But you enjoy: longer bus life; 
less maintenance, repairs and down- 
time; lower operating costs. That’s why 
the smart money of bus builders and 
owners rides on Timken- Detroit axles 
and gearing. 


axles 


TDA proves axie quality 
and performance in this 
“Torture Chamber” 


Here we simulate actual highway 
conditions . . . test quality and per- 
formance of axles under any haul- 
ing situation, such as duplicating 
the kinetic energy of 80,000 Ibs., 
G.C.W., at 60 m.p.h. All tests are 
repeated hour after hour with an 
automatic cycling control. 


4 


indoor 
.and only 


Whatever you haul . . . simulated 
service conditions show up elec- 
tronically on a screen like this. For 
instance —a heavily loaded bus in 
congested areas—then ona level ex- 
press highway or long grade. What 
happens to the axle and gearing is 
measured, charted with absolute 
scientific accuracy. 


| 
| 


School buses? You have little lives at 
stake .. . their comfort, safety and 
promptness at school. You need axles 
and brakes you know for sure will per- 
form under any condition —and-—do it 
at low maintenance cost, little down- 
time and long bus life. Your answer— 
buses equipped with Timken - Detroit 
“Torture -Tested” axles with Hypoid 
gearing. 


Intercity buses? Let's not fool around! 
You have weather, roads and schedules 
to consider. You need axles that can 
handle all three — with comfort and 
safety to spare. You're operating “close” 
so you need low cost upkeep, easy 
handling and little shoptime. You need 
Timken- Detroit ‘“Torture-Tested” axles 
with Hypoid gearing. 


City and suburban buses? You work 
on pennies to provide stop-and-go serv- 
ice with peak loads one hour . . . half- 
empty or long runs in between. Weather 
or not — you have to be there, on time, 
safe, comfortable. Costly maintenance 
or enroute breakdowns are out! You 
need Timken- Detroit ‘Torture -Tested” 
axles with Hypoid gearing. 


pieces 


Timken has it! 


“TORTURE-TESTED” 
to Save Money on the Job 


WORLD’S LARGEST MANUFACTURERS OF 
AXLES FOR TRUCKS, BUSES AND TRAILERS 


For low, low maintenance . . . specify 
Timken-Detroit axles with Hypoid gearing 


Hypoid gearing for bus axles was pio- 
neered by Timken-Detroit. Proved in 
billions of ton-miles of actual opera- 
tion. Designed to give the slower gear 
ratios necessary for modern engines 
without loss of strength. Pinion is big- 
ger, stronger .. . bearings are larger 

. more teeth in contact reducing 
loading per unit of contact area. Torque 
transmitting capacity increased to 
step up performance and rugged 
power. 


Plants at: Detroit, Michigan 


You get TDA brakes, too! 


Every Timken- Detroit bus axle is 
equipped with Timken- Detroit brakes, 
So, when you specify ‘‘Timken- 
Detroit’’ on your new rubber-tired 
equipment you know you're getting 
the low-cost operating combination 
that’s the “Accepted Standard” of the 
industry. Make sure every new tran- 
sit vehicle you buy is Timken-Detroit 
axle-equipped ! 


Oshkosh, Wisconsin « Utica, New York ¢ Ashtabula, Kenton and Newark, Ohio ¢ New Castle, Pennsylvania 


: 


Fiow Keep Your 


J 


The carrier who keeps his equipment out of the shop and on the road not only cuts maintenance costs 
but he gets more revenue miles out of it. Here are hard facts on how to fatten your operating revenue. 


It’s a Fact that SINCLAIR LITHOLINE” 


Multi-Purpose Grease has increased the life of King Pins, Shackles and U Joints at least 40%. 
And in case after case, LITHOLINE has proved to be an outstanding heavy-duty wheel bearing 
lubricant... winter and summer. One 20,000 mile test showed LITHOLINE maintains its original 


character — no softening or liquefying, no separation and no leakage through seals. 


SINCLAIR 
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An empty shop cuts costs — increases profits 


It’s a Fact that SINCLAIR TENOL 


increases engine life between overhauls. One Southern carrier reports a vehicle that had covered 


over 245,080 miles without the head or pan ever having been removed. When the motor was 
rebuilt, rods showed wear of one-half thousandths, the mains less than one-thousandths wear. 
Proof of what preventive maintenance and Sinclair TENOL can accomplish. 


If you’re not now using Sinclair lubricants you can squeeze more 

miles out of that shop dollar — you can get more dollars from operating revenue. 
Contact your nearest Sinclair Representative or write Sinclair Refining Company, 
600 Fifth Avenue, New York 20, N. Y. 


LUBRICANTS 
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Let's face it...we're all targets! 


If your plant is not ready with a disaster plan, 
better act now. There’s not a single American 
plant that’s out of range of an intercontinental 
bomber—and fires, floods, tornadoes or explo- 
sions can kill you just as dead as an atom bomb. 


It costs next to nothing to take a few simple 
steps which may save hundreds of lives. Here 
they are. Check them off today. 

[}) Call your local Civil Defense Director. He’ll help 
you set up a plan for your offices and plant—a plan 
that’s safer, because it’s integrated with commu- 
nity Civil Defense action. 

[] Check contents and locations of first-aid kits. 
Be sure they’re adequate and up to date. Here, 


again, your CD Director can help. He’ll advise you 
on supplies needed for injuries due to blast, radi- 
ation, etc. 


(] Encourage personnel to attend Red Cross First- 
Aid Training Courses. They may save your life. 


() Encourage your staff and your community to 
have their homes prepared. Run ads in your plant 
paper, in local newspapers, over TV and radio, on 
bulletin boards. Your CD Director can show you 
ads that you can sponsor locally. Set the standard 
of preparedness in your plant city. There’s no 
better way of building prestige and good com- 
munity relations—and no greater way of helping 
America. 

Act now... check off these four simple points... 
lives are at stake... have you a right to delay? 
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What happens in these 40 seconds 
helps make TIMKEN’ bearings better 


(Another reason why Timken® bearings 
are first choice with bus manufacturers) 


N 40 seconds, this spectrometer at 
I the Timken Company's steel mill 
tells the exact chemical composition 
of a melt of bearing steel. Results are 
flashed back to the furnace so that the 
melter can maintain almost instan- 
taneous control over the steel’s chem- 
istry, and be sure of the correctanalysis 
at the moment the heat is poured. 


Close control of the melt is just 
another example of the kind of quality 
control that’s carried through every 
manufacturing step to make Timken® 
bearings better. 


Only with Timken bearings do you 
get all of these advantages: (1) ad- 
vanced design, (2) precision manu- 
facture, (3) rigid quality control, 
(4) special analysis Timken steels. 


These are the reasons why Timken 
bearings are first choice with bus 
manufacturers—and why it’s advan- 
tageous for you to specify Timken 
bearings for replacement. For helpful 
information, send now for your free 
copy of “Timken Tapered Roller 
Bearings — Their Care and Mainte- 
nance”. Write Dept. TB-3, The Timken 
Roller Bearing Company, Canton 6, 
Ohio. Cable address: “TIMROSCO”. 


SINCE BEST WHEN 
THE BUS NEW, 
BEST FOR REPLACEMENT, TOO! 


TAPERED ROLLER BEARINGS 


NOT JUST A BALL 


NOT JUST A ROLLER THE TIMKEN TAPERED ROLLER . — BEARING TAKES RADIAL © AND THRUST ~~ LOADS OR ANY COMBINATION 
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pw world-famous Auto-Lite 


Outstanding performance in use on America’s finest cars, trucks and tractors has 
made Auto-Lite world-famous. This enviable record is possible because Auto-Lite 
“Ignition Engineering” gives you products made by men who have designed and 
built complete electrical systems for 42 years. So, to match the excellence of 
finest cars, trucks and tractors . . . with parts that protect and keep profits and 
fleets rolling — insist on Auto-Lite. 


Tune in “Suspense!”. . . CBS Radio Mondays . . . CBS Television Tuesdays 


q 
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Every Auto-Lite Original Service Part is 
ignition engineered — often through more 
costly design and manufacture —to keep 
fleets rolling for bigger profits. Part failures 
can mean wasted time, delayed perishable 


Auto-Lite Original Service Parts reduce costly 
“break-downs” to help you make more money 


cargoes — lost profit. Safeguard your fleet 
by insisting on original service parts for your 
Auto-Lite-equipped vehicle. America’s lead- 
ing car and truck makers specify Auto-Lite. 
Be sure of Auto-Lite quality in your fleet. 


THE ELECTRIC AUTO-LITE COMPANY + TOLEDO 1, OHIO 
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It's no longer necessary to 
scrap Roller Clutch Outer 
Races for Model 916 and 
M-61 Spicer Converters when . 
roller contact surfaces be- 
come worn. 

TRANS-MAIN has devel- 
oped a new, economical proc- 
ess for replacing the worn 
roller contact surface with a 
special roller bearing steel 
Insert of substantially higher 
hardness reading and greater 
wear resistant characteristics 
than the original Race surface. 
This material is specified and 
used exclusively by TRANS- 
MAIN. Inserts are installed 
under 100,000 Ibs. pressure. 


Reconditioning makes 
Races better than new... 
for only $27.50. 


Compare this to your cost 
of a new Roller Clutch Outer 
Race and note the saving. 


And—Races can be re- 
fitted repeatedly with new 
TRANS-MAIN Inserts . 
thus effecting a continuous 
maintenance saving. 


Front view of reconditioned Race show- 
ing Insert in place 


Rear view of reconditioned Race 


For full details, write, wire, phone 


Cross-section of Race (showing TRANS-MAIN 
special roller bearing steel Insert) 
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Association Index 


Continued from page 49 


MOTOR CARRIERS ASSOCIA. 
TION, 918 Kohl Bldg., San Fran- 
cisco 4, Calif. 

Organized July, 1915. Secretary- 
Manager, Arthur H. Samish. Has 150 
members. 


NEW ENGLAND TRANSIT 
CLUB, 10 High Street, Boston 
10, Mass. 

Organized July, 1900. President, 
T. H. Buckley, Public Service Co. of 
New Hampshire; First Vice Presi- 
dent, L. L. Waters, Boston, Worcester 
& N. Y. St. Ry.; Second Vice Presi- 
dent, R. B. Smyth, Metropolitan Tran- 
sit Authority; Treasurer, E. F. Stock- 
well, Barbour Stockwell Company; 
Secretary, H. R. Benson, 
house Electric Corp.; Assistant Sec- 
retary, J. F. Cusick, Metropolitan 
Transit Authority. Finance Commit- 
tee: T. H. Buckley, H. F. Jeffery, J. H. 
Moran; Executive Committee: J. E. 
Boeing, H. G. Bowen, J. H. Hickman, 
K. M. Hoover, J. A. Kiggen, Jr., W. B. 
Knowles, W. F. Mahan, E. S. Miller, 
H. W. Springer, Jr., J. J. Sullivan, 
T. E. Wilkinson, B. J. Zewski. Club 


has 1200 members. 


Westing- 


NEW ENGLAND BUS ASSOCIA- 
TION, 624 Fruit Hill Ave., North 
Providence 11, R. I. 

Organized December 1935. Presi- 
dent, Lee D. Whitney, Interstate Pas- 
senger Service, Rochester, N. H.; 
Vice President, D. T. Bisesti, Trail- 
ways of New England, West Spring- 
field, Mass.; Treasurer, T. C. Ott, 
New England Greyhound, Boston 16, 
Mass.; and Executive Secretary, Leon 
A. Penoyer, 624 Fruit Hill Avenue, 
North Providence 11, R. I. The as- 


sociation has about 75 members. 


NEW JERSEY MOTOR BUS AS- 
SOCIATION, INC., 921 Bergen 
Avenue, Jersey City 6, N. J. 
Organized March 18, 1935, Presi- 
dent, Robert B. De Camp, executive 
of De Camp Bus Lines, Ine.; Chair- 
man of Board of Governors, Benja- 
min Casser, executive of Manhattan 
Transit Co., Westwood Transporta- 
tion Lines, Inc., Lincoln Transit Co.., 
Ine., Mohawk Coach Lines; General 
Counsel, George M. Eichler; Secre- 
tary, Nathaniel L. Fish, N. L. Fish & 
Co., Englewood, N. J. Member of 
Continued on page 107 
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Avoid breakdowns with Now — thanks to Socony-Vacuum’s new Preventive 


Maintenance System — you can practically eliminate 


the help of Socony-Vacuum’s breakdowns due to improper lubrication maintenance! 


You work with only three things — work sheet, record 


simplified P. M. System. ae it’s folder, control blackboard. We supply work sheets and 


record folders—show you how to set up the entire system. 


the talk of the industry ! There’s minimum paper work — no confusion. Each unit 


is always under control. 


This system also includes analysis of your fleet con- 
ditions, help in setting up lubrication schedules and 
inspection periods, lubrication engineering service when 
necessary, 

Use this exclusive P.M. system — and our top-quality 
oils and greases — to help keep your fleet rolling! 


CORRECT LUBRICATION FOR FLEET OPERATORS 


THE FLYING RED HORSE COMPANIES: SOCONY-VACUUM OjL CO., INC. MAGNOLIA PETROLEUM CO., GENERAL PETROLEUM CORP. 


BUS Varch. 1954 103 
TRANSPORTATION 


4 
a 
ji 
ad 
SOCONY-VACUUM 
on 


HERE’S WHAT 
WE WRAP UP 
IN GMC PARTS: 


Quality — assured by exhaus- 
tive tests like this one that meas- 
ures the carbon content of steel 


Durability — guaranteed 
by tests in special heat- 
treating furnaces like these 
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undercover 


—protects your GM Coach 
performance! 


HAT’S a very special foil being used to cover the 

bearing in the photo at left. Its metallic surface 
acts to bar both air and moisture. It protects GMC 
parts from attack by rust—no matter where—nor how 
long—they’re warehoused. 


And that’s only one example of GMC packaging 
techniques. Dozens of materials — including the new- 
est plastics—are used in special wrappings and 
packing for every part that needs special protection. 


So you can be sure any GMC replacement you order 
will be in perfect condition—ready for immediate in- 
stallation. It’s been solidly protected from shipping 
and handling damage. Corrosion-prevention’s built 
right into its package whenever necessary. 


And the quality of the parts, themselves? Remember, 
they’re made in the same factory —on the same ma- 
chines — to the same high standards — as the original 


parts in GM Coaches. 


So all the risks of using cut-rate substitutes are 
avoided when you make a GMC Parts Warehouse 
your exclusive source. And you'll always find the 
needed part for any GM model — packaged to protect 
the performance of every GM in your fleet. 


GMC Truck & Coach Division of General Motors 


Be careful — drive safely 


Precision — tested in special ma- 
chines like this one that magnifies 
specimens to 2,000 times normal size 
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Association Index 


NAMBO, National Safety Council. 
Has 95 members. Publishes bulletins 
as and when required. 


NEW YORK CITY BUS CON- 
FERENCE, 330 West 42nd Street, 
New York 36, N. Y. 

Organized May 12, 1931. Presi- 
dent, W. H. Blanchard, Fifth Avenue 
Coach Co.; 
Friedman, Lincoln Transit Co.; See- 
retary-Treasurer, F. Theis'n er, 
q Executive Editor, Bus TRANSPORTA- 
TION; Chairman of the Board, Carl 
W. Stocks. Has 100 members. 


Vice Presideni, 


NEW YORK STATE MOTOR 
BUS ASSOCIATION, INC., 6 
Plaza, The D & H Bidg., Albany 
Te 

Organized Dec. 18, 1934. Presi- 
dent, John E. McCarthy, Fifth Ave- 
nue Coach Co., New York; Vice Pres- 
ident, Thomas F. Riedy, United Trac- 


tion Co., Albany; Executive Vice 
President and Secretary, Col. Ber- 
trand T, Fay, Albany; Treasurer, 


Charles F. Kennedy, Niagara Fron- 
tier Transit System, Buffalo, Direc- 
tors: James F. Conway, J. G. Camp- 
bell, H. C. Bickmeyer, J. A. Moreland, 
J .F. Uffert. Roswell F, Thoma, John 
J. Van Gonsic, Wallace S. Sweet, 
Robert Sloan, and R. C. Snell. 


NORTHEASTERN BUS TRAF- 
FIC ASSOCIATION, 2341 Carne- 
gie Ave., Cleveland 15, Ohio. 

Organized Sept. 17, 1936. Chair- 
man, C, L. Crum, Capitol Greyhound 
Lines; Vice Chairman, W. G. Hicks, 
Western New York Motor Lines, 
Inc.; Treasurer, C. A. Langner, Qua- 
ker City Bus Co.; Secretary, R. H. 
Frese. Has 74 members. 


OHIO MOTOR BUS ASSOCIA- 
TION, 209 S. Third St., Colum- 
bus 15, Ohio. 

Organized October, 1922. Presi- 
dent, E. V. Emery, Lake Shore: Sys- 
tem ; President, N. J. Floan, 
Pennsylvania Greyhound; Secretary- 
Treasurer, Raymond J. Lewis. Has 82 
Publishes 


Vice 


members, 
bulletin. 


semi - monthly 


OREGON BUS ASSOCIATION, 
Central Bus Depot, 509 S.W. 
Taylor St., Portland, Oregon. 

Continued on page 110 
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Short Cuts tolLong 
Washing Satisfaction. 
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FLEETWASH ... Oblong Fountain Brush 


Attaches to hose. Aluminum head 27%" 
wide by 10” long is thickly filled for 
maximum coverage. Choice of three fill- 
ings: selected gray bristle (No. 366) set 
in bakelite in refillable aluminum plate, 
blended nylon (No. 366N) in replace- 
able gen fibre plate, or reinforced 
horsehair (No. 366H) in replaceable 
pane fibre plate. Equipped with 5-ft. 
ightweight seamless tube handle, short- 
er or longer handles optional at slight 
price differential. Rubber gasket-bump- 
er around head to protect finish. Weight 
only 3% lbs. Packed in individual ship- 
ping cartons. 


BUSWASH.. . Round Fountain Brush 


Attaches to hose. Aluminum head §” in 
diameter, closely set bristles. Choice of 
three fillings: selected gray bristle (No. 
650 BM), paraplex set in refillable 
aluminum plate; stiff black reinforced 
horsehair (No. 650 H) in replaceable 
pressed fibre plate; or blended nylon 
(No. 650 N) in replaceable pressed 
fibre plate. Seamless steel tubing handle 
5-ft. long, shorter or longer handle at 
slight price differential. Heavy rubber 
circles head to protect 
nish. Weight only 2% lbs. Packed in 
individual shipping cartons. 


TOP QUALITY... MANUFACTURED BY 
THE PIONEERS IN AUTOMOTIVE 
FOUNTAIN BRUSHES 


PACIFIC COAST 
BRUSH CO. 


1507 Sante Fe A 


“Minneapolis 4, Minn. Los Angeles 21, Calif. 
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CTA Awaits Delivery of 250 ‘L’ Cars 


e Cuicaco’s TRANSIT AUTHORITY is 
pushing ahead with its plans to mod- 
ernize its rapid transit system. 

lhe first two units of an order for 
250 new “L”-Subway cars was 
scheduled to arrive in Chicago last 
month, 

Manufactured by the St. Louis Car 
Co., the cars will reach a peak de- 
livery of ten a week. The new vehicles 
were purchased at a net cost of 
$32,332 each. 


When received, the new cars and 
another 204 already bought under 
CTA’s $150,000,000 modernization 
program, will give the authority a 
total of 454 latest type, all-metal 
units. 

The new cars will feature a public 
address system so the motorman who 
has a microphone is in the cab, can 
announce stations. 

The units are to be put in serv- 
ice as fast as they’re received. 


ELEC TRIK 


COLORED: 


TUNG-SOL makes Ali-Glass 
Sealed Beam Lamps, Miniature 
Lamps, Signal Flashers, Picture 
Tubes, Radio, TV and Spe- 

, cial Purpose Electron 
Tubes and Semicon- 


, Nework 4, N. J, Sales Offices: Atlanta + Chicago + Columbus 


WHAT'S NEW 


Continued from page 36 


Rolling Step Ladder 


A new all steel “automatic action” 
safety step ladder is now being of- 
fered. The ladder may be easily rolled 
to a desired position but as soon as a 
person steps on it the casters auto- 
matically disengage, making the lad- 
der immovable. The rubber tipped 
legs lock to the floor, providing a 
firm, sure base. When a person steps 
off the ladder the casters instantly 
and automatically re-engage. 

Aluminum-finished steel is used 
throughout the construction of the 
ladder. Frames are of °4 in steel tub- 
ing. The non-slip step plates are made 
of reinforced expanded steel. The 
larger four and six step models are 
furnished with handrails. An optional 
feature on these larger ladder is a 
detachable, wire mesh basket, 12x15- 
x8 inches which permits a larger load 
and fewer trips. Precision Equipment 
Co., 3714 N. Milwaukee Ave., Chi- 
cago 41, Ill. 


Stationary and Portable 
Cleaning Apparatus 


Five models of cleaning apparatus 
in both stationary and portable types 
are now being supplied for automo- 

Continued on page 114 
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2000 
SERIES 


1600 
SERIES 


CLE-DRAULIC 


MACK 
FRONTS 


Practical economy-wise maintenance 
men are taking advantage of our fast 
reliable service. 


All new parts are manufactured by us to 
obtain the high standards we employ in 
remanufacturing your shock absorbers. 
Precision assembling assures depend- 
able performance. We are completely 
equipped and qualified by experience 
to render the prompt service you need. 
Send your worn shocks to us and save 
dollars. 


National Transport 


i4 


~ 


, STARTER 
MP SERVICE 


OFFICE AND PLANT 
545 E. Hencock 
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| Association Index 


Organized Nov. 17, 1933. Presi- 
dent, E, G. Larson, Portland Stages 


| Inec.; Viee President, W, H. Egger, 
Pacific Greyhound; Secretary-Treas- 


urer, R. K. Reed, Vancouver-Portland 
Bus Co. Association is member of 


NAMBO. Has seven members. 


PENNSYLVANIA BUS ASSOCIA- 
TION, Telegraph Bldg., Harris- 
burg, Pa. 

Organized January, 1921; member 
of NAMBO, ATA, National Safety 
Council, State Chamber of Com- 
merce. President, J. M. Duncan, Du- 
quesne Motor Coach Co.; First Vice 
President, Ralph T. Grier, Southern 
Pennsylvania Bus Co.; Second Vice 
President, J. K. Hofmeister, Penn 
Transit Co.; Last Past President, Har- 
ley L. Swift, Harrisburgh Railways 
Co.; Secretary, F, J. Edwards, Ed- 
wards Motor Transit Co.; 7reasurer, 
J. Edgar Reed, Ashland & Shamokin 
Auto Bus Co.; Executive Secretary, 
Jennie B. Brugnoni; General Coun- 
sel, McNees, Wallace & Nurick. Has 
140 active bus members, publishes 
“Bus Bulletin” monthly. 


PHILADELPHIA METROPOLI- 
TAN BUS ASSOCIATION, 1313 
Arch St., Philadelphia 7, Pa. 

Organized Jan. 10, 1949 to pro- 
mote cordial cooperation among mo- 
tor bus operators in and about Phila- 
delphia. President, H. P. Corcoran, 
The Short Lines Inc. of Penn.; Vice 
President, L. J. Gillons, Merz White 
Way Tours; Secretary & Treasurer, 
C. A. Langner, Quaker City Bus Co. 
Has 132 members. 


SOUTH CENTRAL BUS TRAF- 
FIC ASSOCIATION, 905 Com- 
merce Street, Fort Worth, Texas. 

Organized April 23, 1938; reor- 
ganized Oct. 19, 1949, Chairman, I. J. 
La Casse, Missouri Pacific Bus Lines; 
Vice Chairman, J, S. Judd, Southwest- 
ern Greyhound Lines, Inc.; Secretary, 
L. G, Simon, Continental Bus System; 
Chairman of Interline Committee, Ed 
Pierce. Has 91 members. 


SOUTHEASTERN BUS TRAF- 
FIC ASSOCIATION, INC., 6 


North Rhodes Center, N.W., At- 


lanta, Ga. 
Organized Sept. 27, 1943. Chair- 


Detroit 1, Mich, a”, P. S. Hennessey, Teche Grey- 


Continued from page 107 


hound Lines; Vice Chairman, J. E. 
Pryor, Tennesse Coach Co.; Treas- 
urer, Ralph M. Medlock, Southeast- 
ern Stages; Secretary-Manager, M. E. 
Wood. Has 52 members. 


TEXAS MOTOR BUS ASSOCIA- 
TION, P. O. Box 92, Austin, 
Texas. 

Organized 1946. President, Jess C. 
Levens; Vice President, Henry A. 
Mathews; Secretary-Manager, J. Man- 
ley Head. Has 25 members. 


VIRGINIA PASSENGER BUS AS- 
SOCIATION, INC., P. O. Box 
7113, Richmond 21, Va. 

Organized June 25, 1945. Presi- 
dent, L. C, Hansbrough, Carolina 
Coach Co.; Vice President, Cecil E. 
Hall, Richmond - Greyhound Lines; 
Secretary-Treasurer, F. A. Bristow, 
Sr., Bristow Bus Lines; Directors: 
Taft Abbott, B. L. Barnes, K. A. Brad- 
shaw, Larry W. Bray, Robert T. 
Michell, W. Earl Penley, Sinclair 
Phillips, Harry C. Seabright, C. W. 
Stevens. Has 70 members, Publishes 
“Virginia Bus News” monthly, and 
special bulletins at more frequent in- 
tervals, 


WEST VIRGINIA BUS ASSOCIA- 
TION, 412 Charleston National 
Bank Bldg., Charleston, West 
Virginia. 

Organized 1942. Hold membership 
in NAMBO. President, F. H. Sulli- 
van; First Vice President, R. T. 
Carnes; Second Vice President, B. M. 
Amole; Managing Director & Treas- 
urer, M. S. Aldrich; Secretary, R. A. 
Keeling; Directors: H. B. McCune, 
J. E. Craft, T. A. Battaglia, R. F. Ran- 
dolph, F. E. Baldwin, J. E. Evans, 
A. L. Church, Glenn Taylor, S. C. 
Edds, Leonard H. Samworth, Pub- 
lishes “West Virginia Bus Associa- 
tion” monthly. Has 66 members. 


WESTERN DIVISION OF THE 
NATIONAL BUS TRAFFIC AS- 
SOCIATION, 371 Market St., San 
Francisco, California 
Organized Sept. 11, 1938, reorgan- 
ized Sept. 20, 1946, Membership in 
NAMBO, Chairman, Glen G. Mag- 
nuson, Pacific Greyhound Lines; Sec- 
retary, William E. Hastings, Pacific 
Greyhound Lines, Has 62 members. 
Continued on page 112 
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NSEASHORE TRANSPORTATION COMPANY 


37 MAINLINER 
‘STAN DAF iD” @ Our popular BM-37 series is going to all parts of the 


western hemisphere. Current deliveries are being made 
throughout the United States as well as in Canada, Mexico, 
Cuba, Chile and Uruguay. 


This 37 passenger model is available with gas or diesel 
power in various types and sizes. Furnished with fluted 
exterior and interior aluminum finish, slanting double 
windows (sunshade solex glass optional), recliners on full 
36 inch centers and centralized heating. Tropic-Aire-Carrier 
air conditioning if desired. 


QUEEN CITY TRAILWAYS 


Now / in Production—An order for sever 


BECK 


“DECK AND HALF COACHES | 
The Coach of Tomorrow... TODAY 


CHARLOTTE, NORTH CAROLINA 


GRAY LINE, INC. 


You are cordially invited 
to visit our Factory 


Now in ‘Production. .. A NEW OF 


and personally inspect a E 


the detailed construction 1 PASSENGER 


f our Standard and 


SAN FRANCISCO, CALIFORNIA 
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LET ED. FUSCH SHOW YOU WHY 
IT PAYS TO USE THIS SERVICE... 


» Repairs on Bus Armature Spiral Starter Shafts 
*Re-Manufactured Bus Armatures 


One trial order will demonstrate how you can 
make important cost savings 


Send for Catalog 


Al ok GENERATOR SERVICE 


USE OF Bus ARM 


REBUILDING 


GARD COmPANY 
CAROLINA 


REDUCE MAINTENANCE COSTS 


Use 


Moto-Gard to reduce Maintenance Costs and 
insure Longer Life for Your Motors. Moto-Gard will 
protect your Motor against Damage from an Oil Fail- 
ure or Overheating. It automatically stops the Motor 
Ahead of Any Damage if the Oil Pressure runs too 
low or the Motor gets too hot. MOTO-GARD will make 
your equipment Safer and More Profitable. 


REASONABLY PRICED .. . EASILY INSTALLED 
Full Information on Request 


“Don't Buy Motors—Buy Moto-Gard" 


THE MOTO-GARD COMPANY 


Box 2425 
Raleigh, North Carolina 


Association Index 
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CANADIAN 
ASSOCIATIONS 


CANADIAN MOTOR COACH AS- 
SOCIATION, 35 Yonge Street, 
Toronto 1, Ont. 

Organized in 1937 as Dominion 
Motor Coach Association; name 
changed to Canadian Motor Coach 
Association on Sept. 18, 1951. Presi- 
dent, G. C. Thompson, Acadian Lines; 
Immediate Past-President, 1. W. Neil, 
British Columbia Motor Transporta- 
tion, Ltd., Vice Presidents: R. A. 
Pepper, Acadian Lines; G. C. Bird, 
S.M.T. (Eastern) Ltd.; H. J. Curtis, 
Provincial Transport Co.; R. Tremb- 
lay, Provincial Transport Co.; A. H. 
Foster, Gray Coach Lines, Ltd.; J. W. 
Powell, Eastern Canadian Greyhound 
Lines, Ltd.; C. J. Gravelle, The Ca- 
nadian Coach Lines, Ltd.; R. L. Bor- 
den, Western Canadian Greyhound 
Lines, Ltd.; H. Husband, Vancouver 
Island Coach Lines; Secretary-Man- 
ager, R. J. Musgrove, Gray Coach 
Lines, Ltd. Has 14 members. 


CANADIAN TRANSIT ASSOCIA- 


| TION, 35 Yonge Street, Toronto 


1, Ont. 

Organized 1904, President, S. Sig- 
mundson, British Columbia Electric 
Railway Co.; Vice President, M. T. 
Bancroft, Quebec Railway, Light & 
Power Company; Treasurer, J. R. 
Empringham, Niagara St. Catherines 
and Toronto Railway Company; /m- 
mediate Past President, H. W. Tate. 
Toronto Transportation Company: 
Honorary Counsel, Irving S. Fairty; 
Executive Committee: E, W. Arnott, 
D. E. Blair, R. B. Chandler, H. J. Cur- 


tis, W. E. P. Dunean, A. Duperron, 


W. H. Furlong, Q. C., D. N. Gill, 
L. R. Mitchell, C. K. Morningstar, 


P. G. MeAra, D. L. 
Neil, S. E, Preston, T. D. Robertson, 
N. T. Smith, A. V. Steele, P. A. S. 
Todd. General Secretary, H. E. King. 
Has 107 company members, and five 
individuals with associate member- 
ship. Association is member of ATA. 
Its official organ is “Canadian Trans- 
portation.” 


MacDonald, I. W. 


ONTARIO ASSOCIATION OF 
MOTOR COACH OPERATORS, 
35 Yonge St., Toronto 1, Ont. 
Organized Aug. 12, 1930. Presi- 
dent, C. 


H. Belford, Colonial Coach 


March, 1954 * 


BUS 
TRANSPORTATION 


A 
4 
| 
| 
| 
| 
| 
‘ | 
| 
| 
| 
= 
112 


Lines, Ltd.; Vice President, A. H. New Foam Unit 
Farebrother, Canada Coach Lines, | 


Ltd.; Past President, T. J. Shoniker, “> c 
Toronto Coach Lines Ltd.; Secretary- A 9 Ww 
Treasurer, L. G. Berney, Gray Coach 
Lines Ltd. Executive Committee: A. 
H. Foster, Gray Coach Lines Ltd.; * 
J. V. Murphy, Eastern Canadian | T k W h C 

Greyhound Lines Ltd.; J. I. DeNure, | rucK-Washing osts 


Chatham Coach Lines. Has 77 mem- 
bers. 


The Consulting 
Department 


Continued from page 43 


states that he uses a stick gage to set 

front wheel toe-in at from zero to 
1/16, Here again the problem of cam- 
ber wear comes up and with it the 
question of whether he checks front 
wheel bearings, tie-in rod ends, turn- 
ing radius and other factors contrib- 
uting to tire wear. It has been proved Electric bus being washed with Oakite Composition No. 70 and Foam Unit. 


that all aligment angles are inter-re- | 
For real speed and economy in washing their trolley coaches, the 


also will the others. Portland Traction Company in Portland, Oregon, relies on their new 
a | Oakite 511 Foam Unit. The reasons are simple. They shave hours a 
source of tire. wear these days and | 

day off their fleet cleaning time... cut detergent consumption way 


“Bad bearings are a tremendous 


simply because the trouble is not cor- 


rected. The same thing is true of tie- | down because there’s no waste... get a superior cleaning job. 

rod ends. In our opinion the 20,000 | 

miles average tire life our friend is | The Oakite Foam Unit works on a principle of compressed air mix- 
The ing with detergent solution. Using a 4 oz/gal solution of Oakite 
0 his problem Is a complete and thor- je ‘ 

ough alignment inspection and cor- Composition No. 70, a heavy lather is generated and sprayed on the 
rection all along the line. Such a bus’ surface. The lather blankets the surface ... goes to work quickly 
problem cannot be corrected by mere- and efficiently on dirt, oil, road-film. A light brushing, if necessary, 
ly making one correction.”—Name 

withheld follows ...then rinse. Buses come out sparkling clean. 


Why nor contact your Oakite Representative 
today and arrange for a demonstration? He 


4 may be able to show you real cost savings in 


Correction ... | bus maintenance. For the name of your repre- 
Bendix Electric Fuel Pump sentative or additional information on the 
No. 511 Foam Unit, write: Oakite Products, 


In the Consulting Department ques- 
tions on electric fuel pump on page Inc., 16C Rector Street, New York 6, N. Y. 
46 of the December issue the make of | 


fuel pump was erroneously referred to 


go INDUSTRIAL 
as Bendix-Westinghouse. The Bendix Slay, 


Automotive Electric Fuel Pump is The Oakite No. 51! Foam Unit 
manufactured by the Eclipse Machine | AKI 
Division, a division of Bendix Aviation on 


gvic® 


Corporation. 


Technical Service Representatives Located In Principal Cities of United States & Canada 
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Continued from page 108 


tive cleaning needs, These include the 

following 

e High pressure steam cleaning 

e High pressure cold water 

e High pressure hot water 

e Low pressure wet steam 

e Low pressure warm water 
Recommended for light and medi- 

um cleaning in bus shops is Model 

110 steam vapor cleaner with an out- 

put of 110 gph., operating at from 65- 

110 psi pressure, Unit is designed for 

cleaning engines, chassis and parts 

and is built to give trouble free oper- 

ation on either low ot high grade 

fuel. Malsbary Manufacturing Com- 


fvenue, Oakland 3, 


pany 845 92nd 
California 


Antifreeze 


4 new methanol-type antifreeze, 
offering low cost protection to auto- 
motive cooling systems, is now on 
the market. The new product is said 


to be a high-grade, non-permanent 


type antifreeze. Its formula includes 
special chemicals which retard evap- 
oration and corrosion, Gulf Oil Cor- 
poration, Pittsburgh, Pa. 


Jetweld 


A new electrode, said to be a new 
approach to electrode design, is now 
available. The new electrode, called 
Jetweld, incorporates powdered metal 
into the electrode coating. This new 
type of coating is said to use the heat 
of the are more efficiently than any 
other type of hand electrode to 
achieve the fastest hand welding 
speeds ever accomplished with even 
higher standards of weld quality, ap- 
pearance and ease of operation, 

Jetweld is a heavily coated shielded- 
are type of electrode for operation in 
flat or near flat positions with ac or 
de welding current. It is said to be 
especially well suited for horizontal 
and flat position fillets, horizontal and 
flat position laps, single and multiple 
pass butts, deep grooves and corners, 
cover pass on multiple pass butts. The 
Lincoln Electric Company, Cleveland, 
Ohio 


ATTWOOD -built hardware 


lasts miles longer 


Turn your bus hardware specifications 
into beautiful, durable finished products 
by sending them to ATTWOOD. Behind 
every piece of ATTWOOD Bus Hard- 
ware is the skill and knowledge of fifty 
years experience in custom fabricating 
field. And too, ATTWOOD gives you a 
selection of over two thousand standard 
designs. 


Write for your 
copy of the New 
Attwood Automo- 
tive Hardware 
Catalog No. 25. 
There’s no obliga- 
tion of course. 


Air Reduction Torches 


Two new air reduction torches— 
style 400 and style 300 have recently 
been made available. Style 400 is said 
to be especially designed for light 
welding and brazing operations on 
automotive bodies and for light fab- 
rication and repair operation. The 
torch is 4°, in. long, weighs six 
ounces and has a corn-cob handle that 
is said to assure a firm, steady grip. 
A cutting attachment is available for 
this torch which quickly adapts it for 
occasional cutting jobs. 

Style 300 is said to be compact, 
lightweight torch designed primarily 
for oxyacetylene burning or welding 
of lead products—sheet, pipe and 
storage battery parts. This torch 
weighs 5 ounces and is 2% in. in 
length. Both torches have ball-type 
oxygen and acetylene valves which 
are positioned for easy thumb adjust- 
ments and a variety of tips, mixers 
and extensions are available for these 
torches. For more detailed informa- 
tion request form ADC 721 by writ- 
ing Air Reduction Sales Co., 60 East 

2nd Street, New York 17, N. Y. 


New Weed Dual V-Bar 
Reinforced Chain 


A new Weed American Dual V-Bar 
reinforced triple chain’ for buses, 
trucks, and trailers is now available. 
According to the manufacturer, this 
chain makes all the advantages of 
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Weed-\V-bar reinforced passenger car 
tire chains available for trucks, buses, 
and trailers. V-Bar reinforced, hard- 
ened steel cross chains are staggered 
across tires—at least six (three on 
each pair of wheels) contact road at 
all times for constant caterpillar-like 
traction. 

V-Bars are said to form rugged 
bridge of steel across links—slant left 
on one pair of chains, right on the 
other for lessened side skid. They are 
also said to give twice the metal to 
wear through. No adjusters or chain 
tighteners needed. American Chain 
Division, American Chain & Cable 
Company, Inc., Bridgeport 2, Conn. 


First Electrode to Weid 
Cold Cast Iron 


A new welding electrode, “Xyron 
2-24” designed to weld cast iron with- 
out the necessity of preheating has re- 
cently been announced. The new elec- 
trode is said to produce dense, even 
deposits which are free from cracks 
and cross-checks; at the same time 
spatter is eliminated. Xyron 2-24 has 
excellent wash effect and an unusual 
ability to “wet” cold cast iron, the 
maker states, The electrode operates 
at 60 amp and deposits can be drilled 
and machined. 

Technically, the secret of the sta- 
bility of this electrode is said to lie 
in the formulation of the specially 
prepared coating. Through the use of 
certain additives to the electrode 
coating, elements which are lost 
through the are in welding operations 
not only are replaced but these ele- 
ments are said to incorporate certain 
properties which permit maximum 
weldability and machineability, the 
manufacturer states. Eutectic Welding 
Alloys Corp., Flushing, N.Y. 


Spray Starting Fluid 


A new, quick priming fuel for start- 
ing diesel and gasoline engines is now 
being offered, Designed both in con- 


Continued on page 117 
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What REDIFER says about Z& W 
Mobile Amplifier --- 


The Z & W Mobile Amplifier 
is ideal for all types of mobile 
installations — is available for 
both 6 and 12 volt D.C. systems 
— can readily be adapted to ex- 
isting radio equipment. 


Complete Equipment 


Go modern—build up better pub- 
lic relations—make riders more 


satisfied with this Mobile Ampli- 
fier. 


Consult our design engineers on 
your problems. Send for full de- 
scriptive bulletin today. 


ELECTRONICS DIVISION 
5100-16 ST. CLAIR AVE. CLEVELAND 3, OHIO 
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TROLLEY 
RETRIEVERS 


Transit men have learned from years of use that EARLL Trolley 
Retrievers and Catchers are needed for better service! 
Both the Retriever and Catcher are made with precision accuracy 


which, combined with built-in ruggedness and strength, make them 
efficient and economical in operation, 

They function quietly, require a minimum of care and attention, 
and are long-lasting. Por further details, write us today. 
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INTERNA 


570 LEXINGTON AVE. 


FOREIGN AGENTS 
TIONAL GENERAL 
ELECTRIC CO 


CANADIAN DISTRIBUTORS 
RAILWAY & POWER ENGINEERING 
CORPORATION, LTD. 
TORONTO, ONT. 

NEW YORK 22, N. Y 


C. |. EARLL COMPANY, Inc. 


YORK, PA. 


if this is your 


If you need effective, highly 
rcadable, smartly illustrated 
company literature (booklets, 
pamphlets, manuals) to dis- 
play your products, inform 
the public of your operations, 
attract key personnel to your 
plant, train employees, and perform 

any of the other communicative, 
functions vital to your business... 


this is your 


Wh 


The McGraw-Hill TECHNICAL 

WRITING SERVICE has a staff 
ZZ of more than 150 highly-trained 
FA writers, editors, and illustration 
specialists whose job it is to create 
technical and general literature for 
industry. We write, illustrate, de- 
sign, and print Equipment Manuals, 
Product Bulletins, Handbooks, 
Company Histories, Annual Re- 
ports, and other specialized mate- 
rial. Save money and time. Let our 
staff be your staff for Technical and 
Business publications. 


This service is available through ad agencies, 


LOngacre 4-3000 
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WHAT'S NEW 
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tent and method of application for 
the practical use of operators of heavy 
equipment, the fluid is applied direct- 
ly into the air-stream of balky en- 
gines to produce instant starts in ex- 
tremely cold and damp conditions, 
out of doors and in the shop. 

Spray Starting Fluid consists of a 
highly volatile base, readily ignited 
by compression in the cylinders of 
the engine. It is stated that several 
other important ingredients are add- 
ed to the fluid to provide top-cylinder 
lubrication, minimize corrosion and 
dilution of lubricating oil by fuel. 
and prevent depletion of batteries or 
compressed air, Spray Starting Fluid 
Company, Box 584, Camden 1, N. J. 


New Low Cost Steam 
Cleaning Machine 


A new low-cost high-capacity steam 
cleaning machine, capable of dis- 
charging 150 gal of balanced clean- 
ing solution per hour is now on the 
market. 

The new unit is completely self- 
contained. It offers a graduated range 
of cleaning pressure extending from 
30 p.s.i. for such jobs as paint strip- 
ping to 100 p.s.i. for the rapid clean- 
ing of heavily encrusted or grease- 
coated parts and surfaces. The heat- 
ing coil, wound in a helical pattern, 
provides a guaranteed thermal efh- 
ciency of 75% minimum. Because 
full working pressure is attained in 
two minutes from a cold start, there 
is no need to keep the machine oper- 
ating on a standby basis. 

Operation is simplified by a fuel 
pump designed for fast priming, and 
a new soap which eliminates any 

Continued on page 119 
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REBUILDING 


BAR WIRE REWOUND 
STARTER and GENERATOR 
BUS ARMATURES 


THAT LAST 
AS LONG AS THE COMMUTATOR 


Boost Starter Efficiency 30% 
e Turn Over on a Low Battery 
e Costs Less 


¢ Rewound to Factory Specifications 
with Rectangular Bar Wire 


Performance-Proved 


FOR COMPLETE INFORMATION 


WRITE - WIRE - PHONE 


(SPECIFYING ARMATURE NUMBER) 


808 RISING SUN AVENUE 
PHILADELPHIA 40, PA. 
RAdcliff 5-6328 
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ELECTROFARER 


World's ONLY 100°% Automatic Fare Register! 


INSTANTLY CHECKS 


by contrasting sounds up to 6 different coins and tokens. 
Is only sure cure for short fares and “stretched-dime" 
losses. 


@ SCAVENGES bent coins. No 
reed calls! No hend collections. 

@ DETACHABLE, 
change carrier—no miiking! Flips 
coins out in any desired multiple. 


@ SORTS all coins, tokens auto- 
maticaly! 

@ WRITE TODAY for full facts 
—on all operations—Urban, Sub- 
urban, Intercity. 


automatic 


For DIESEL SERVICE MENS 


42 NOZZLE-INJECTOR CLEANING TOOLS 

IN 6 POPULAR KITS—Each Fitted ytd 
for Specific Groups or Makes 

of Automotive 
Diesels 


Tools may be ordered individ. 
ually or in combinations to 
suit specific requirements. For 
recommendations on special assortments, 
give make and model of engine and type of 
fuel injection unit used, 


Detailed instructions 
included with each Kit 


These special-purpose tools are indispensable for 
performing the factory-recommended cleaning op- 
erations for which standard shop equipment is not 
adequate. Designed to promote safe, fast and efficient 
cleaning of all commonly used nozzles and injectors, 
these unique tools enable mechanics—even with lim- 
ited Diesel experience—to clean Diesel fuel injection 


units competently to factory-precision standards. 


WRITE FOR BULLETIN D631 


4% BACHARACH INDUSTRIAL INSTRUMENT CO. 
7301 PENN AVENUE + PITTSBURGH &, PA. 
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\ YOU GET MORE MILEAGE 


FROM My UNIFORMS 


Greetings to our friends in the 
American Transit Association and 
the National Association of Motor 
Bus Operators. We hope that your 
West Coast sojourn will be a most 
pleasant one, and that you'll find 
time to visit Ott Lavaty, and Mori 
Kornreich, during Bus Convention, 
at the Mark Hopkins Hotel, in 
San Francisco. 


Originators and designers 
of uniforms for... 


Greyhound 
American Buslines 
City Lines of W. Virginie 
Consolidated Bus Lines 
Blue Ridge Transportation 
National Trailways 
ond many other operations 


MOVED? 


lf you've moved recently or are planning a 
change, let us know now so that copies of 
Bus Transportation will continue to be de- 
livered to you promptly. Use this coupon or 
a postcard. 


Please change the address of my Bus Transportation 
subscription. 


Your name 

Old address... 

City and State 

New address 

City and State. 
Company Connection 


New title or position... 


MAIL To: McGraw-Hill Publishing Co. 
Circulation Department 
330 West 42nd Street 
New York 36, New York 


05 US 
March, 1954 


= MONEY-METERS CO. UNIFORMS 
17 WARREN ST., PROVIDENCE, R.!., U.S.A. 
315 SOUTH PEORIA STREET, DEPT. BT., CHICAGO 7, ILLINOIS 
1 | 
|| 


WHAT'S NEW 
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possibility of air lock in the soap 
line, according to the manufacturer. 
All bearings on the water pump, ex- 
cept those in the motor are lubricated 
for life. Clayton M/g. Co., Box 550, 
El Monte, Calif. 


New Body Shop Tool Kit 


A new body and sheet metal shop 
kit featuring a light weight, 
heavy-duty air hammer has recently 
been 


tool 


announced. 
maker, the new 


According to the 
G-100 air hammer 
delivers much harder and more blows 
per than standard models, 
yet requires only nine cubic ft. per 
minute of air, which is approximately 


minute 


10 per cent less air than usual, 

Included in the kit is a_ metal 
smoothing tool, a panel cutter, an 
underseal scraper and a chisel for 
bolt and rivet cutting. Salsbury Cor- 
poration, 1161 East Florence Ave., 
Los Angeles, Calif. 


Improved Wire Stripping 
Tool 


A new, improved wire stripper with 
interchangeable cutters for stripping 
12 to 24 gage solid or standard wire, 
or 300 Ohm twin lead-in wire is now 
available. It is said to be exception- 
ally light in weight, with a lock-open 
feature that holds the jaws open auto- 
matically so the wire can be removed 
after stripping without crushing. The 
jaws are released instantly with a 
finger tip touch of the lower handle 

. making it unnecessary to shift 
the grip on the tool while resetting. 

This tool has hardened steel, pre- 
1954 


BLS 
* March 
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cision-milled cutters that are quickly 
replaced by removing two easily ac- 
cessible screws, it is stated. Four ex- 
trusions, two for each blade, hold 
them in proper alignment. The cut- 
ters are matched and sized to cut in- 
sulation neatly and cleanly without 
damaging the wire. A positive stop 
is provided for adjusting the cutters. 
Rockford Wire Stripper Company, 
Rockford, Ill. 


Literature Display Rack 


An all-new literature display rack 
made especially for bus schedules, 
road maps, and similar size literature 
is now available. This compact, eye- 
appealing rack is said to be the an- 
swer to the increased need for a small 
size literature rack, good looking 
enough to fit in with the decor of new 
and remodeled bus stations, travel 
bureaus, ete. The rack is finished with 
Gray Hammerloid enamel finish and 
is of extra-heavy gage all-steel con- 
struction, 

The rack measures 271% x 15 in 
in width, and 36 in high, with ten 
tiers for a capacity of over 60 pieces 


of literature. Each tier has a 644 in 
front with a 914 in back, and is spe- 
cially tilted backward to prevent lit- 
erature from over-hanging. Halver- 
son Specialty Sales, 1219 W. Chest- 
nut Street, Chicago 22, Ill. 


2] 


Stop and Turn Signal Lam 


New, large, heavy-duty face-mount- 
ed stop and turn signal lamps with a 
design principle that will make them 
vapor and explosion-proof have re- 
cently been announced, Named the 
Warren Snap Seal B-70 lamps, they 
are companions to the snap seal flush- 
and face mounted clearance lamps 

Continued on next page 


KEEP BODIES CLEAN 
without 

WASTED LABOR... 
PAINT DAMAGE... 
WASTED TIME 


Whether your buses get very dirty, accu- 
mulate normal road film and bad-weather 
splashings ... or have light-colored fin- 
ishes which are frequently cleaned and 
do not accumulate dirt—there is a Magnus 
Body Cleaning material exactly 
suited to the job. 


Cut Body Washing Costs 
with the RIGHT Cleaner 
Magnusol is the RIGHT cleaner 
for very greasy, dirty bodies. Mix 
with safety solvent or kerosene, 
and spray or brush the solution 
on. Then rinse off with water. 
Magnus Carfoam (liquid, 
paste or powder) is the RIGHT 


cleaner for bodies that do not get too dirty, or are washed 


frequently. 


Try either of these cleaners for 30 days, without obligation! 


39 


mMaGnus 


Write for details on the Magnus 30-day trial offer. 


MAGNUS CHEMICAL CO., INC. 


South Ave., Garwood, N. J. 


In Canada: Magnus Chemicals, Lid., Montreal 
Service Representatives in Principal Cities 
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ideal for multi-fare 
and fractional fare 
systems. Attract 
riders. Speed fare 
handling. Eliminate 
change-making de- 
lays. Assure accu- 
rate sorting, counting 
and wrapping by 
maintenance of iden- 
tical size. An invest- 
ment... not an ex- 
pense, for they wear 
indefinitely. 


Allocated an exclusive M & W method of 
manutacturing metal fare tokens individually 
designed for eact stomer Pertforations and 
lettering are in the same relative aligned position 
nakes them identical, thus 
protecting against duplication. This is espe- 
cially important with no Federal law protection. 


MEYER & WENTHE 


Incorporated 


one ry token whict 


Established 1654 


TRANSPORTATION DIVISION 


30 South Jefferson Street, Chicago 6, Illinois 


Speed Your Filling 
and 


Save Your Fuel 


Filling and venting systems of 
fuel tanks should be designed... 
(a) To provide for fast pump- 
ing speeds without blow- 
back 
(b) To eliminate spillage due 
to overfilling 
(c) To provide an expansion 
zone within the tank. 
You gain these filling advan- 
tages when the tank is equipped 
with a VENTALARM Signal. You 
also avoid the extreme hazard of 
spillage on garage floors due to 
temperature changes. For with 
VENTALARM Signal, there is no ex- 
cuse for filling up into the filler 


neck 


On ail new equipment, specify 


WHAT'S NEW 


Continued from page 119 


introduced in 1952. 

One of the features of these lamps 
is their functional construction in- 
cluding the snap seal arrangement 
that holds a new-type plastic lens 
bubble-tight within a cast aluminum 
alloy body which is also a reflector. 
This pressure-seal is accomplished 
through the use of a special compo- 
sition “O” ring. Lenses may be re- 
moved from the lamps by inserting 
the blades of a screwdriver in one of 
several special notches provided in 
each lens, When bulb replacement is 
necessary, the lens can be replaced by 
snapping it back into the body. Betts 
Machine Company, Warren, Pa. 


New Dual Pumps 
in Three Sizes 


Three new dual pumps of 25, 35, 
and 45 g. p. m. ratings which are 
equipped with 1/3, 4% and *% hp 
motors have recently been announced, 
Features claimed for the twin de- 
sign include low horsepower opera- 
tion with one pump-motor serving up 
to three pedestals before the second 


pump-motor cuts in to serve as many 
as eight, Dual components guard 
against total shutdown should one 
fail. 

Operation is controlled by an elec- 
trical control known as “Mag-i-trol” 
which permits selective operation of 
eight pump-motor units to equalize 
load and usage. 

Motors, pumps, air eliminators and 
all electrical connections are above 
ground and accessible for inspection. 
All parts are standard, with service- 
ability equaling conventional single- 
pedestal pumps, according to the 
manufacturer. Bowser, Inc., Fort 
Wayne, Ind, 


Electrical Parts Cleaner 


EPC 266 is a new non-chlorinated 
electrical parts cleaner that is said 
to be as safe as standard solvent and 
safer than carbon tetrachloride. A 
volatile, non-conductive liquid, EPC 
266. according to the manufacturer, 
efficiently cleans motor and genera- 
tor windings, collector rings, brushes 
and casings, and switch gear panels, 
switch boards, coil and contacts. 

The new parts cleaner is said not 
to discolor or corrode metals and 
will not attack Glyptol and black air- 
dry varnish during normal exposure 
time. 

It is recommended that EPC 266 
be applied with a non-atomizing type 
nozzle under a controlled air pres- 
sure of from 25 to 30 psi. A solid 
stream should be used since atomiza- 
tion of any solvent induces faster 
evaporation and accumulation of sol- 
vent vapor. Yosemite Chemical Com- 
pany, Department A, 1040 Mariposa 
Street, San Francisco 7, Calif. 


The LOWER COST, LONGER LIFE answer to truck advertising 
Advertise your business everywhere your trucks travel. . . with 

MEYERCORD Decal Truck Signs. No painting lay-up time. 
FREE! The MEYERCORD “Ads on Wheels” brochure. 


* Please request it on your company letterhead 
No obligation, of course. Write today to... 


VENTALARM’ | 


WHISTLING 
TANK FILL SIGNAL 


| 
“Just fill ‘til the whistle stops.” | 
SCULLY SIGNAL COMPANY | | 


Dept. 8-513, 
174 Green St., Melrose 76, Mass. THE MEYERCORD co. 5323 W. Lake St. 
Wold L Manufacturers Chicago 44, Ill. 


* 

| | 

4 MEYERCORD 
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WHERE TO Buy 


Specialties and Services for eco- 
nomical operation and maintenance 
of Buses. 


offers you tomorrow’s windows 


New freedom in bus design is now available, 
thanks to Woodlin Metal Products Company 


of Marshall, Michigan. The nation's leading 
manufacturer of windows for mobile homes 
has expanded facilities to serve the mass 
transportation industry. 


The new facilities allow Woodlin to cooperate 
with bus manufacturers in building especially 
shaped extrusions that become modern-look- 
ing, pre-assembled, weather-sealed window 
units that cut costs by reducing installation 
time. Woodlin windows are built to fast the 
life of the bus. 


Write today for complete information on the 
expanded Woodlin Facilities 


WOODLIN METAL PRODUCTS CO. 
Marshal! 


Michigan 


BUS AGENTS 
U.S.A.—CANADA—ALASKA 
MEXICO 
SCHEDULE INFORMATION 
CORRECTED MONTHLY 
Russell's Official National 
Motor Coach Guide 
$10.00 per year, 12 issues— 
Published by 
RUSSELL'S GUIDES, INC. 
Cedar Rapids, lowa 


SEARCHLIGHT SECTION 


(Classified Advertising) 
‘OPPORTUNITIES 


UNDISPLAYED —RATES— DISPLAYED 


$1.20 per line, minimum 3 lines. To figure ad- Equipment Wanted or For Sale Advertisements 
vance payment count § average words as a line. acceptable only in Displayed Style 

Individual Spaces with border rules for promi- 
nent display of advertisements 

The advertising rate is $9.50 per inch for all 
advertising appearing on other than a contract 
basis. Contract rates quoted on request. 

An advertising inch is measured %” vertically 
on one column, 3 columns—30 inches—to a 
page. 

36, N.Y., 


EMPLOYMENT: 
BUSINESS: 


‘USED OR RESALE 


Position Wanted undisplayed rate is one-half of 
above rate, payable in advance 


Box Number, in care of our New York, Chicago 
& San Francisco offices count as one additional 

line. 
Discount of 10% if full payment is made in ad- 
vance for 4 consecutive insertions. 
Send New Ads to N.Y. Office, 3350 W N.Y 


42nd St., for April issue closing March 24th 


ideal for Buses and Street Cars 


PEREY SUPERSTILES 


@ RELIEVES OPERATORS 
@ COLLECTS MORE FARES 
@ SPEEDS UP SCHEDULES 


With FORMULA NO. 640, a clea 


iquid which pene- 
trates |"'. plus in concrete, brick, stucco, plaster, etc. 
Seals out water, dirt. Holds 20° head. Use outside and 
in. Preserves all absorbent materials. Sold 14 years. 
Quick, economical, sure. $3 in 55's. Free sample 
See Sweet's. Haynes Products Co., Omaha 3, Nebr 
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REPLIES 


LOOK LIKE NEW! CAP 


Why repaint the outside of your buses — if 
you forget to reuphoister the SEATS. Don’t 
overlook the important elements of appear- 
ance and customer comfort. A Bergen Bus 
cushion job will take care of them beautifully. 

Coverings for all type Recliner — (zipper 
or snap), nen-Recliner, or transit seats fur- 
nished — ready to be mounted either in our 
shop or in yours. 


ALL transportation grade fabrics including, 
FABRILITE, KOROSEAL, NAUGAHYDE, 
WACO, BEAUMONT, BELLAIRE and 


others in stock. Ask for a quotation. 
tions as flame resistant. Top bey work- 


TELEPHONE GENEVA 8-8900 manship. Rapid Delivery — Ask for prices. 


BER G e N AUTO UPHOLSTERY CO. 


26 GLEN ROAD, RUTHERFORD, N. J. 


SKILLED REPAIR OF 
ACCIDENT DAMAGES 


All work done by factor 
equipped to Sandie complete re 

g or too small. Work must 
customer. 


WRITE—WIRE—PHONE for Full Details 


3121 West Huron, Pontiac, Mich. 


Mgr. J. W. KUKLINSKI 
phone Pontiac, bus: FE 4-7943, res FE 2-7448 


NATIONAL COACH BODY 


Cuts Towel Costs — Lasts, Lasts, Lasts 


Available in Dupont Fabrilite, 
choice of colors and patterns. Can be 
cleaned on seat. Passes all P.U.C. regula- 


in a wide 


men. We are 
No job too 
to 


( Box 
NEW YORK 
CHICAGO 
SAN FRANCISCO 


POSITION VACANT 


No.) 
330 W. 
520 N. Michigan Ave (11) 


Address 
42nd St. 


office 
a36) 


POSITIONS 
KIGHTEEN YEARS experience inter 
city bus operations. Fifteen years with 
major companies, Three years owner and 
operator line constituting 475 route miles, 
3100 scheduled miles. Willing to accept 


nearest you 


WANTED 


68 Post St. (4) 


SUPERINTENDENT OF Equipment, Posi- nominal salary to prove qualifications 
tion now open. City operation with over (haracter and ability references, Reply 

100 buses located in east. Age between PW-1943, Bus Transportation 

35 and 45. Salary open. Write particulars. ’ 


P-1798. Bus Transportation 
SELLING OPPORTUNITY OFFERED POSITION WANTED-—-29 years experi- 
ence in Transit operation, schedule 
WANTED: SALESMEN now calling on making and analysis. Have Executive ex- 
Transit Operations. An_ established perience, ability and initiative. Age 50 
item—repeat orders. SW-1994, Bus Trans- Now employed. Box PW-1962, Bue Trans- 


portation portation 
POSITIONS WANTED 
LOCAL AND Long-Haul Transit Consult- 


ant seek Profit Sharing Arrangement WANTED 


on @ Results Basis, 25 yrs. of executive Spring cleaning? Perhaps your office will 
administration exp plus engineering yield some old bus-builders photo- 
background, Eastern seaboard etree: graphs, catalogues, spec-sheets; or time- 
Foreign assignment considered, PW-127 tables, ticket envelopes, literature, fold- 
tus Transportation ers, ete, of earlier years, A California bus 


POSITION WANTED-—Maintenance Su- driver is making a collection of such 
perintendent or Supervisor. Active 25 historical lore as related to the intercity 

years. Qualified experience on gas and bus. Your offerings would be most wel 

diesel equipment. PW-1047, Bus Trans- come, Please write: Andy Harrison § 


Choiseer St., Whittier, Calif 


portation 


| 
,WOODLIN q 
MAKE THOSE SEATS HAVE YOU TRIED THE 4 
0. Box 26%, Texarkana, Texas 
——— 
4 
= 
| Repair Shop Pontiac, Mi 
Repair Shop Pontiac, Mich. 
+ 
12] 


SEARCHLIGHT SECTION 


SALE 
FARE BOXES 


Management Services, Inc., acting as Agent for the United States has 
for sale 138 Johnson Fare Boxes, Type DPN2 with inspection lock and 
penny lock-up feature. 20" high x 10” square. 
INVITATION NO. SE-35 
Bids Te Be Opened 10:00 a.m., March 30, 1954 
For further information, Call or Write 


MANAGEMENT SERVICES, INC. 
P.O. Box B, Oak Ridge, Tennessee 
Phone Knoxville 4-3388 Ext. 107 or Oak Ridge 5-9896 


INSPECTION DAILY EXCEPT SATURDAY AND SUNDAY 
8:00 a.m. to 3:30 p.m. 


The right is reserved to reject any or all bids. 


Immediate Delivery 


OFFICE PHONE 53 


FOR SALE 


Subject to Prior Sale 
1947 Model Fixibles 

4—29 Pass. Fixibles, Buick Power—recliners and isle seats 

3—25 Pass. Fixibles, New 248 GMC Engines—recliners and isle seats 
1948 Model Fixible 

|—2! Pass. Fixible, New Chev. Engine—recliners and isle seats 


All of these coaches are in top condition and many of them are very low mileage coaches. It will 
pey you to inspect these buses before buying a used bus. Coaches are priced low and with tires. 


ARROW COACH LINES 


Ottumwa, lowa 


HOME PHONE 4713 


FOR SALE 


BUS LINE 


15 buses, fully equipped garage and 
office. Annual volume $250,000.00 P.S.C. 
and 1.C.C. Franchises, New York State. 
School contract, Charter rights to all 
States, Canada and Mexico. 

Owner wishes to retire. Reasonable down 
payment and balance, easy terms. 

WRITE: BO-2003, BUS TRANSPORTATION 

330 West 42nd Street 
New York 36, New York 


BUS LINE FOR SALE 
Upper New York state capital district company 
operating since 1924 grossing $140,000.00. Forced 
to sell to settle estate. 


BO 1732, BUS TRANSPORTATION 
330 West 42nd Street, New York 36, N. Y. 


SELL OR TRADE 


1—370! Yellow Coach, excellent shape. 37 Pass., 
new recliners, must be seen to be appreciated. 


Looking for good PDA3702 or ‘46, ‘48 Aerocoach. 
S & S BUS SERVICE, R.D. No. 1 
Rensselaer, . Tel. Albany 4-6727 


FOR SALE 


; 1942 29 passenger Fixibles 

1945 29 passenger Fixible 

2 1946 33 passenger Becks 

5 1947 33 passenger Becks 
L.B.K. LINES, INC. 
Mechanicville, N. Y. 


FOR SALE 


2——3101 GMC COACHES 


2—-3610 GMC SUBURBANS COMPLETELY 
REBUILT 


MACK, REASONABLY PRICED 
4—LC MACK, REASONABLY PRICED 


ALBANY-COHOES 
BUS LINES, INC. 
LATHAM, N. Y. CEdar 7-0310 


FLXIBLE BUSES FOR SALE 
2—1946—23 Pass. Airporters 


Exceptionally clean. Reclining seats. Buick 
engines recently overhauled. Picture avail- 
able on request. Price $3,000.00 each. 


Call or write C. E. Rheintgen 
CONTINENTAL 
AIR TRANSPORT CO., INC. 


300 N. Desplaines, Chicago, 
RAndolph 6-6840 


FOR SALE 
4—1944 AEROCOACHES 


PEORIA-ROCKFORD BUS CO. 
Box #1507 
Rockford, lilinois 


FOR SALE 
In Good Condition 


2—1945 Fixible 29 Pass. buses, Buick Motors 
(without tires), $1500.00 each. 
Assortment of Fixible parts. 


J. B. WARNER 
Phone 950W Bogalusa, Louisiana 


G.M.C. P.D.A. 3702, 37 PASS. 


471 Motor. Reclining seats. Silversides. 7 tires 


near new. $4,500 without tires. $5,200 with 
tires. 
PHONE BEL AIR 476 R 
a MARYLAND 


FOR SALE 
Yellow Coaches 
6—3701|—37 Passenger 
1942—Gasoline, each with tires 


TRANSIT SERVICE COMPANY, INC. 
724 N. Capitol Ave. Indianapolis, Ind. 


FOR SALE: 
YELLOW COACHES 
6 - 3701 - 37-passenger, 1942, 
gasoline, $1000 each with tires. 
SUBURBAN LINES, INC. 
724 N. Capitol Ave. Indianapolis, Indiana 


10—Late Model Marmon-Herrington, 32- 
passenger City Type Coaches in excellent 
condition. A Bargain. 


AUGUSTA COACH COMPANY 


1516 Well Street Augusta, Georgia 


FOR SALE 
One 1945—29-Pass. Fixible Coach 
Reclining seats. 

One 1951—37-Pass. Suburban Fixible Coach 
Both are in excellent operating condition. 
MOUNTAIN VIEW COACH LINES 
Coxsackie, N. Y. Phone Coxsackie 6-1811 


1—1950 I! passenger Chevrolet stretched bus, 
good condition, good tires, $1,000. 

1—1948 Ford Pony Cruiser, 13 passenger, reclin- 
ing seats, good condition, good tires, $1400. 
Ted Chester, Osage Hills Coaches 

PAWHUSKA, OKLA. 


FOR SALE 
1—1941 G.M.C. Model T.D.H. 4502, 44 
Pass. Rear Exit Door. 
MARTUCCI BUS CO. 
63 Avenue, West Orange, N. J. 


one Orange 4-0037 
Evenings: After 6, Orange 4-3604 


1—1948—25 pass. Int. Spartan—clean. 
1—1951—25 pass. Chev. Pony Cruiser— 
low mileage. 


GALION MANSFIELD TRANSIT CO. 
200 Harding Way W. Galion. Ohio 


“SEARCHLIGHT” IS 
Opportunity Advertising 
Take Advantage Of It 
For Every Business Want 
“Think SEARCHLIGHT First” 


March, 1954 * 
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SEARCHLIGHT SECTION 


HARDSURFACED 
CRANKSHAFTS FOR SALE 


ARCPLATED* FACTORY STANDARD SIZE 


F.O.B. Charlotte, N. C. 
Exchange—Net 
ACF-Brili—Model 95, 130, 135 $108.80 ea. 
Buda—Mode! 6DCS844 210.96 ea. 
Continentai—Model R-6-R6602 161.94 ea. 
Cummins—Model HB & NHB 600 . 174.64 ea, 
Fageol—Mode! FTC (80 
General Motors—Mode! 4-7! 
General Motors—Model 6-7! 
Hercules—Model QXA-LD, JX- JXD 
International—Model—Al! Red 
Diamond 

Waukesho—Model 6MXR 
Waukesha—Model I40GK-HS 
White—Model 110-I50A 
White—Mode!l 24A . 131.67 ea. 


We buy used, uncracked crankshofts @ Any 

undersize @ Write for complete information. 

AMERICAN CRANKSHAFT COMPANY 
Charlotte 1, N. C. 

P. O. Box 1498 Phone 2-1354 


*Registered service-mark, patented crankshaft rec- 


lamation service. 


FOR SALE 
Three "1945" Aerocoaches 


All buses have been carefully main- 
tained and are in excellent condi- 
tion. Priced at $3,500.00 each, with 
tires. For details contact: 

Charles E. Schwarz, Jr. 


MONUMENTAL MOTOR TOURS, INC. 
3319 Pulaski Highway 
Baltimore 24, Maryland 
Phone: Orleans 5-8000 


1953-52-51-49-48-47-44 Flxible, 29-33-37 pass. 
1948 Spartan, 25 pass 

1943-46-42 GM UD29, 29 

1948-46-42 GM PG29 

1945 GM UDA 3702, 33 ass 

1947 ACF, 37 pass., air conditioned 

1950 Beck, 29 pass., silversice 

1949 Beck, 37 pass., silvereide, air conditioned. 
1948 Beck, 37 pass 

1947-46 Beck, 33 pass 

1943 Beck, 37 pass., non-r 

1949-47 Fitzjohn Duraliner 

1948 Fitzjohn Cityliner 

1946-45-44-41 Aerocoach 

1946-44 Pony Cruiser, 25 5 

1947 Beaver, 37 pass 

Let ws know your requirements. 


BRICKERT OIL CO. 
Phone 283 


Farmville, Va. 


EXTRA SPECIAL 


5 1952 PD-4103 GMC Diesel Par- 
lar Coach Silverside. Priced 
$22,000.00 less Tires 


20 TGM-4005 40 Pass. 529 Engine 
Excellent Condition, Good Trip- 
pers 


1945-46 Fixibles, Buick Eng. 29 
Passenger, Located in Min- 
neapolis 


1948 C-45 Mack, Transit type 
39 passenger suburban mohair 
seats, gasoline engine, excel- 
lent condition, low mileage, 


$4000.00 less tires 


ACF Parlor Coaches, 37 Pass. 
Excellent Condition, Priced 
$3850.00 less tires 


Model TDH-3610, 40 Pass. 


Transit Type. 4-71 Diesel 


10 Model TDH-3610, 4-71 Diesel 
36 Pass city type seats, com- 
pletely rebuilt 


| 1946 Beck, 450 Red Diamond 
Engine, 37 Pass. 


5 3703 37 Pass. GMC 4 Cyl Die- 
sel, Excellent Buy 


10 4506 GMC Transit type Die- 
sel, 45 Passenger. Excellent 
Condition 


3 Model 733 coaches very clean 
4 1946 PG.2904 GMC Coaches 
3 with 29 Pass Reclining seats 
| with 31 Pass. Reclining Seats. 
Low mileage, excellent condi- 
tion, priced $3,000.00 less tires. 


10 TG-3609 GMC Gas City Type, 
36 Pass. 


10 PD3702-37 Pass, 4-7! Diesel, 
Reclining Seats, Silversides 


4 PG-3702, 37 Pass. Silversides, 
New engines 

2 1948 Fitzjohns Cityliners 33 
Pass. double doors, Hercules 
Engine 

10 1945-46-47-48-49-50 Aero- 
coaches, 37 Pass. Excellent 
Condition, Priced $3500.00, 
Some located in east 


FOR IMMEDIATE DISPOSAL 


200 JOHNSON J. TYPE 12 Volt Fareboxes 
sale. $50.00 each with 24" Pedestal, 


riced for immediate 
.00 without pedestal. 


All boxes accommodate nickel, dime and .900 token, built in 
cyclometer. Can be restricted to Nickel and Dime. 


Your Inquiry Will Receive Immediate Attention 


GEORGE P. KEENA 
1936 North Clark St., North Park Hotel Bidg., Chicago 14 
Phone, MOhawk 4-3200 


The largest selection of used 
SCHOOL BUSES 
IN WESTERN NEW YORK 
nos us know your need. 


Obert 3000; dey or ai 
24, NEW YO 


COTTRELL BUS SERVICE, INC. 


FOR SALE 
PD370i—4-71 Diesel, 4! p 9 
This equipment is in good condition. 
ROLLO TRANSIT CORP. 
Broadway & Maple Place, Keyport, N. J. 


‘SEARCHLIGHT’ 


Opportunity Advertising 


—to help you get what you want. 
—to help you sell what you no longer need. 


FOR SALE 


3 Transit Buses, 1948, 33 Pass. 
3 Transit Buses, 1949, 31 Pass. 
2 Tronsit Buses, 1952, 29 Pass. 


TRANSIT SALES G SERVICE, INC. 
4490 Main Street, Bridgeport, Conn. 


WANT TO SAVE MONEY? 


Purchase Your Next Buses From Us 
Let Us Know Your Needs 


McLaughlin oe & Equipment Co. 
1224 Ne. Main St., Providence 4, R.1. 
MAnning 1-5852 Pawtucket 2-6493 


NEW AND USED BUSES 
Bought and Sold 


WOLFINGTON BODY CO., INC. 
33rd and Arch Sts. Philadeiphia, Pa. 
Tel. Baring 5252 
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WE OFFER 


Subject To Prior Sale 
Prompt Delivery 


AEROCOACHES, 1947, 37 Pass. Good 
Condition. Parts Available. 


GMC DIESEL COACHES 
Transit 


4007 1945 Excellent Condition 
4506 1946 Very Good Condition 
4506 1945 Very Good Condition 


wow 


Intercity 


(Parlor Gas) 2904 Good Condition 

PDA 3703 471 Engines. Good Condition 

4103 1951 Air Con, Excellent Condition 

4103 1952 Very Good Condition 

4102 1950 Air Con. Very Good Con- 

dition 

6 4103 1951 Air Con. Very Good Con- 
dition 

10 4103 1953 Air Con. Very Good Con- 

dition 


ao Pww 


30 MACK C41 1947 Excellent Condition 
10 MACK C45 1947 Excellent Condition 
10 743 Yellow Cruisers. Good Buy 

3 1947 Fixible, 29 Passenger 


FARE BOXES 


CLEVELAND Lock Type 
JOHNSON Motorized 
JOHNSON "J" Electric 


The Best at the Lowest Prices 


G. A. MACLEAN CO. 


624 South Michigan, Chicago 5, Illinois 
Telephone: WAbash 2-6993 


FOR SALE 
IMMEDIATE DELIVERY — 
SUBJECT TO PRIOR SALE 


2—-1951 Fitzjohn 33 Passenger 
Cityliners 

2-——1948 Fixibles 33 Passenger 
Stationary 

1—1947 Fitzjohn 28 Passenger 
Recliners 

|—-1947 1.C.41 37 Passenger Recliners 

3—-1947 1.C.41 41 Passenger Recliners 

1—-1946 Fitzjohn 28 Passenger 
Recliners 


With or without if desired. 
Priced reasonably. 


TIGER BUS COMPANY 


P. O. Box 487, Opelika, Ala. 
Phone Opelika 310 


SPECIAL BARGAINS 


1947 GMC, TDH 4008, Transits. 


1947 GMC, PDA 3703, 37 pass., air con- 
ditioned cruisers. 


1947 Aerocoaches, 37 pass., air conditioned 
cruisers. 


1951 GMC, TDH 3612, Diesel Transits. 
1946 Aerocoach, 37 pass., $3950.00. 

1946 Beck Steeliner, 23 pass. 

1948-49-52 Fixibles, 29, 33 and 37 pass. 
1947 Wayne Transit, 47 adults, 58 children. 
1951 White School Bus, 60 pass. like new. 
1944 Fitzjohn Falcon, 40 pass. 

1945 GMC, TDH 4007, Transits. 

1947 Cad., 10 pass., Airport Coaches. 
1948 Ford Airport Coach, |2 pass., $875.00. 


FS 1970, BUS TRANSPORTATION 
330 West 42nd Street, New York 36, N. Y. 


BUYERS OF YOUR 
SES AND PARTS 


WANTED 


New or used ports for GMC listed below: 
2192071 Manifolds 2077635 Driving Fiange 
2242346 Tail Pipes 2136470 Blower Connector 
2091029 Manifolds 2191859 Choke Valve Body 
5152652 Fiy Wheels 1118011 Magnetic Switch 
2231922 Muffler 2295095 Supports 

5179963 Camshafts 5171230 Breathers 

5193281 Gears 1108710 Starters 


FOR SALE 
2!|—Mode!l K Johnson Fare Boxes 
Write or call 
JOSEPH SCHWARZ 
419 Anderson Avenue 


Fairview, New Jersey 
CLiffside 6-6800 


MICHIGAN OFFICE 


USED BUSES | 
RHODES BUS & 


‘QUIPMENT CO. INC. 


NEW YORK OFFICE 


MEXICO OFFICE PUERTO RICO OFFICE 


COIN ASSORTING AND 
COUNTING MACHINE 


PRACTICALLY NEW 
Write for Details 


FS 1824, BUS TRANSPORTATION 
330 West 42nd Street 
New York 36, N. Y. 


1475 Broadway 1151 Sheldon Ave., S.£. Apartado Postal No. 2875, Apartado 2552, 
New York 36, WN. Y Grand Rapids, Michigan Mexico City Son Juon 11, PLR. 
| Bryant 9.2584 Tel.: 5-2136 Tel.: 16-20-34 Tel.: 22015 San Juan 
Bryont 9.2585 36-70-09 
USED BUSES WANTED 
1—STANDARD JOHNSON For Sale 


1947 Cadillac, |! pass. airporter, $850.00. 
1945 Pony Cruiser, Chev. pass., $1000.00. 
A stock of 25 or more at all times. 
JARRETT'S AUTO & BUS SALES 
10700 So. Figueroa St., Los Angeles 61, Calif. 


GENERAL MOTOR BUS 
3704 Silverside Diese! in fine shape with low 
mileage. $15,000.00 or best offer. We are re- 
ducing our fleet of buses. Seven to choose from. 


SAFETY TRANSPORTATION CO. 
1504 Madison Street 


Maywood, Ill. 


IF 
there is anything 
you wont... 


that other readers 
of this paper 
can supply 


or— 


something 
you dont want 


that other readers 
can use, 

advertise it here— 
in the 


SEARCHLIGHT 
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FOR SALE 
TDM4505 67! Diesel, Semi-Seats, All Forward. 
PDA, 37 Pass., 471 Diesel, Recliners, Silverside. 


B & F BUS SERVICE, INC. 
570 55th St., West New York, N. J. 


BUSES FOR SALE 


All makes and types of Buses a variety on 
hand, reconditioned, good tires, guaranteed. 
Available for immediate delivery 


CHICAGO USED BUS MART 


5345 Cottage Grove Ave., Chicago 15, Ill. 
Midway 3-9110 


FOR SALE 
THREE (3) 1947 MODEL 96-HT, 
36 PASSENGER REO BUSES 

with V 6427 Continental Motor, National Pneu- 
matic straight air doors, Westinghouse-Bendix 
compressor, Deico ignition, no rear exit door 

ATLANTA TRANSIT COMPANY 
P.O. Box 1595 Atlante, Georgia 


FOR SALE 


Large quantity of new parts for Hall-Scott En- 
gine, Mode! 190-2, at reduced prices. Write for 
complete information. 

ADIRONDACK TRANSIT LINES, INC. 
495 Broadway Tel. 744 Kingston, W. Y. 


ONE FACTORY DEMONSTRATOR FOR SALE 


1—BM-37 SPECIAL — Diesel Power — 37 Passenger — Re- 
clining Seats — Deluxe Equipment — Trailway Colors. 


This coach is from current production. Never in service. Very low 


mileage. Immediate delivery. 


Cc. D. BECK & COMPANY, INC. 
Sidney, Ohio, U.S.A. 


FOR SALE—13 BUSES 


3—T.D.H.—3612—GMC Transit Diesels 
6—T.G. 3609, 1945, Transit. Also Bodies and Parts 
3—BEAUTIFUL 1946 Whites 782 Deluxe 
1—% H.T.D. Reo Transit with 150A White motor. 


DOWNTOWN BUS COMPANY 
411 Summit Ave. Jersey City, N. J. 


FOR SALE 


Four Ford Transit Buses (!|—1!946, 3—~—1947), 29 
passenger, in good running condition, all with 
6 cylinder engines and without rear exit door. 
Very Reasonable 
AUCH INTER-BOROUGH TRANSIT CO. 
1516 Butler Pike Conshohocken, Pa. 


Rebuilt Buses Our Specialty . . . 
BECKS - 


Plant facilities and our years of experience in the 
rebuilding of buses is your guarantee of satisfaction. 


Distributors and Exporters of Beck Buses 


B US SA LES CORPORATION 


400 FOUNTAIN ST., PROVIDENCE 3, R. |. @ GASPEE 1-4000 


GMC's 


FLXIBLES 


1—1945 37 passenger Aerocoach 
1—1946 28 passenger Fitzjohn 
1—1947 25 passenger CR Fixible 
1—1941 33 passenger Beck 
1—1946 11 passenger Chevrolet 
Used bus seats—Recliners G School—$10.00 
per set. 
RIVER TRAIL TRANSIT LINES 
151 Locust St., Dubuque, lowe 


FOR SALE 
1945 Aero coache passenger 
1945 Fixible, 29 passenger 
1947 Fixible, 29 ¢ ger 
1951 Fixible, 37 ¢ nger 
PICKETT SERVICE COMPANY 
Biockstone, Va 
Telephone Blackstone 465 


BUS TIRE SPECIALS 


200—1000/18 12 ply US Royal Fieetway, ne 
Ists T&T $65.00 
900/18 Fisk Transp« 
r 


825/22 
10 ply used « 
12 ply Ist lin 
12 ply Ist | 
12 ply Ist 


round Grip 


Above Prices Net-—-F.0.8. N. 
INCLUDE FEDERAL TAX 


CONGO TIRE CO., INC. 
134 Tenth Ave. N.Y.C., N.Y. 
CHelsea 2-7126 


SCHOOL BUSES 


The Largest Distributor of School 
Buses in New England 
Call Us First for Units That We 
Stock 
Carpenter Premier & DeLuxe Bodies 
Ward School Buses 
TRANSIT SALES & SERVICE, INC. 
23 South St., Danbury, Conn. 
Frank T. Mee, Jr., Tel. 3-4437 


FOR SALE 
1947 29-pa Fixible 
1942 25-pass. Fixible 
Excellent condition 
BALES BUS LINES 


307 College St., Bowling Green, Ky. 
Telephone 3138 


FOR SALE 
1945 P37 Aerocoach 
1947 Fitzjohn Faicon 
Both in excellent condition and priced for im- 
mediate sale. 
TIGER BUS LINE 
285 John St., Princeton, N. J. 
PRinceton 1-9813 


NEW CHEVROLET 
12 PASSENGER SEDAN COACHES 
Call « Write « Wire 
QUEEN CITY CHEVROLET Co. 
CINCINNATI, OHIO PA. 4880 


4 CYL. DIESEL $1850.00 


1942 GMC. PD 3301, 33 pass., recliners, un 
derneath baggage compartments. Good con- 
dition. Send for photo 

FS 1973, BUS TRANSPORTATION 
330 West 42nd Street, New York 36, N. Y. 


FOR SALE 
1951 VISI-COACH 
BUICK POWERED FLXIBLE BUS 
Very good condition. Low mileage. 
1947 29 Passenger Fixible 


BADGER BUS LINES, INC. 
MADISON, WISCONSIN 


FOR SALE 
1—1946 model Fixible 29 Pass, 
Buick engine $3000.00 
LOUISIANA MOTOR COACHES 
2222 WN. 14th Street 
St. Louis 6, Mo. 


BUS 1 * 05 
TRANSPORTATION March, 1954 


SEARCHLIGHT SECTION a4 
= 
) 
— 
— 
a 
— 
2.50 
40 & 25.00 
150 Bus Tires 82.00 os 
~ 200 Bus Tires 94.50 
° — 100. Bus Tires 99.20 ae 
‘ 125—1000/22 2 Ist e Bus Tires 86 00 ees 
75— 750/20 8 ply Ist Lire 
N.D.T 31 50 


ADVERTISERS IN THIS ISSUE 


A( Spark Piug 18 
Albertson & Co., Ine. 
Co. of America 


American Brakeblok 


Second Cover 
Attwood Brass Works 114 


Automotive Generator Service 112 


Hachrach Industrial Instrument Co.....118 


Beck & Co, C. D. 
Bendix Marshall EKelipae 
Bendix Westinghouse Automotive 
Air Brake Co. s 
Bine Bird Bedy Co. 15 
Huadd Company, The OS-6D 
Champion Spark Plug Co. v1 
Cities Service Ol Co, 77 
Deleo-Remy Corp. SO-S1 
DuPont de Nemours & Ine, 
BRarll Co. Ine. L 116 
Kdwarda Co. Inc. 0. M. 
Electric Auto-Lite Co., The 100-101 
City Brush Co. 107 
Fixthle Co., The 6s 
Gemmer Mfg. Co. oo 
GMC Truck & Coach 
Insert S3-86 & 104-105 


Geedrich Co. The B. F. 71 
Geodyear Tire & Rubber Co., Inc. The 3 


Grant Money-Meters Ine. 118 
Haynes Products Co. 121 
Laher Spring & Tire Corp. 16 
Le Rol Company 2 
Long Mfg. Div. Berg-Warner Corp. ” 


Mack Mfg. Co. Insert 72-73 


Magnus Chemical Co. 119 
Maier-Lavaty & Co. 118 
Metcalf Bros. & Co. 106 

Motor Bodies, Lid. 7a 
Meyereord Co., The 120 
Meyer & Wenthe, tne. eo 


Midland Steel Products Co., The SS 
Moraine Products . 6 
Moto-Gard Co., The 112 


National Autemotive Parts 


Association ....... 75 
National Transport Supply Ine. 110 
North City Auto Generator Exe. AM 
Oakite Products, Ine. 113 


Ohio Brass Co.. Insert 10-11 


Pacific Coast Brush Co. ‘107 
Packard Electric Corp. 92-03 
Perey Turnstile Co.. 121 
Perfect Circle Corp... . 20 
Permacel Tape Corp. 109 
Phillips Petroleum Co. 
Purolator Products Ine. 78-79 
Hayhbestos Div. of Ray bestos 

Manhattan, Ine. 6 
Kemington-Rand S7 
Hoss Gear & Tool Co. 17 
Russells Guides, Inc. . 421 
Seully Signal Co. 120 
Sealed Power Corp. 7 
Sinclair Refining Co. 96-07 
Secony-Vacuum O11 Co., Ine. 103 


Spleer Mfg. Co. Insert 61-62 


Standard Ol! Co. (Indiana) Back Cover 
Texas Co. The. 4-5 
Thermold Co, ......... 70 
Timken Detroit Axte Co. 04-95 
Timken Roller Bearing Co., The oo 
Trans-Main Corp. . 102 
Transit Buses, Inc. Front Cover 
Tropic-Aire Ine. . 74 
Tung-Sol Electric Ince. 108 
Twin Coach Co. 65 
Van Norman Co. 
Wagner Electric Corp. 14 
Willard Storage Battery Co. Third Cover 
Woodlin Metal Products Co. 121 
%& W Machine Products, Ine. 115 
Zoliner Machine Works i2 


* 


SEARCHLIGHT SECTION 
(Classified Advertising) 
H. E. Hilty, Mer. 


* 

EMPLOYMENT 

Positions Vacant 121 

Selling Opportunities Offered. 121 

Positions Wanted ‘ 121 
SPECIAL SERVICES 

Rebuilding 121 

Repairing 121 
BUSINESS OPPORTUNITIES 

Offered 122 
BUSES—EQUIPMENT 


(Used or Surplus New) 
For Sale . ‘ 122-125 


WANTED 
Buses—Equipment 124 


ADVERTISERS INDEX 


Adirondack Transit Lines Ine. 125 
Aibany-Cohoes Bus Lines Ine. 122 
American Crankshaft Co. 123 
Arrow Coach Lines 122 
Atlanta Transit Co. ‘ 125 
Auch Inter-Borough Transit Co, 125 
Augusta Coach Co. 122 
Badger Bus Lines, Inc. 125 
Bales Bus Lines i 125 
Beck & Co., Inc., C. D. 125 
B & F Bus Service Ine. 125 
Bergen Auto Upholstery Co. 121 
Brickert Oil Co. 123 
Bus Sales Corp. ---1 236 
Chicago Used Bus Mart 125 
Congo Tire Co., Ine 125 
Continental Air Transport Co., Ine. 122 
Cottrell Bus Service Corp. ; 123 
Downtown Bus Co 125 
Galion Mansfield Transit Co., The. 122 
Jarrett’s Auto & Bus Sales....... 124 
Keena, George P.. 123 
L. B. K. Lines Ine. 122 
Louisiana Motor Coaches 125 
MacLean Co., G. A ’ 124 
Management Services Ine. 122 
Martucci Bus Co.... 122 
McLaughlin Bus & Equipment Co. 123 
Monumental Motor Tours Inc. 123 
Mountain View Coach Lines 122 
National Coach Body Repair Shop 121 
Osage Hills Coaches 122 
Peoria Rockford Bus Co 122 
Pickett Service Co. 125 
Queen City Chevrolet Co 125 
Rhodes Bus & Equipment Co. 124 
River Trail Transit Lines 125 
Rollo Transit Corp.. 123 
Safety Transportation Ine. 124 
Schwarz, Joseph 124 
8 & S Bus Service 122 
Suburban Lines Ine 122 
Tiger Bus Co., Ine. 124 
Tiger Bus Line ‘ 125 
Transit Sales & Service Inc. 123, 125 
Transit Service Co., Inc 122 
Transportation Sales Co 124 
Warner, J. B 122 
Wolfington Body Co., Ince 123 


This index is published as a convenience to the readers. Every care is taken to make 
it accurate, but Bus Transportation assumes no responsibility for errors or omissions 


12¢ 


05 BUS 
March, 1954 TRANSPORTATION 


— 
7 
| 
| 
i 
| 3 
- 
> 


1000 starts day... 
186,798 miles @ month... 


diesel fleet averages 34 to 5 years’ service with 


Willard 


BUS BATTERIES 


For variety of operating conditions, few bus fleets 
can surpass Frank Martz Coach Co. & White Tran- 
sit Co., Inc., Wilkes-Barre, Pa. Its fleet of 70 mod- 
ern GMC Diesel Coaches maintains high-speed 
interstate schedules between Wilkes-Barre, New 
York City and Philadelphia, as well as providing 
local service throughout its home county. 


On roads ranging from steep, winding hills to 
straight express freeways, in temperatures ranging 
from below zero to over 100°F, day in and day 
out... this fleet has used Willard Bus Batteries 
exclusively for the past ten years. In the words of 
Mr. James Jeffery, Superintendent of Maintenance: 
“We consider our average battery life—three and 
one-half to five years—to be exceptionally good.” 


If your fleet is not one of the many which use 
Willard Batteries exclusively, NOW is the time 
to schedule an actual comparison test on your own 


WILLARD 


FACTORIES 


* 


operations. Just write or ‘phone, and we will have 
one of our experienced battery engineers call at 
your convenience. 


STORAGE 


IN: CLEVELAND ¢ LOS ANGELES ¢ DALLAS 


March, 1954 


Willard BRG-4B-117, 

the 160-ampere-hour Willard 

Battery used exclusively in the 70 GMC 

Diesel Coaches which comprise the Frank Martz Coach 
Co. & White Transit Co., Inc. fleet. 


BATTERY COMPANY 


MEMPHIS © PORTLAND © ALLENTOWN 


TORONTO 
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A few years ago when the Twin City Rapid Transit Company 
underwent reorganization, company officials were faced with 
the tremendous task of replacing outmoded equipment and 
transforming the whole St. Paul operation into a “going” business. 
During 1952 alone there was a unit-for-unit replacement— 

90 coaches for 90 street-cars—with no reduction in service! 
Today the whole fleet has been expanded from 340 to almost 

1000 buses—with faster, safer traffic for St. Paul. 

In five years, these buses have gone a total of some 66 million 
miles! From the start the fleet has been using StaNoLuBE HD-M 
in addition to fueling with Standard Polar Diesel fuel and 
Standard Gasolines. Quality Standard products and dependable 
Standard service have played an important role in this 
record-breaking transit conversion. 


Transit officials who have set new conversion 
records in St. Paul. Shown from left are Fred 
Ossanna, Jr., L. J. Pauly, and Board Chairman 
Fred A. Ossanna; and at right B. M. Larrick, 
vice president. They are congratulating driver 
C. E. Foster on another record—32 years at the 
helm without an accident. 


Stano_use HD-M Motor Oil is a tougher oil for today’s tougher 
jobs. Its improved detergent-dispersant action and greater 
oxidation stability keep engines clean and minimize wear under 
heavier loads, higher running temperatures and more continuous 
operation. Why not put this superior heavy duty oil to work 

for you? The Standard Oil lubrication specialist in your locality 
can help you take maximum advantage of the benefits 

offered by Stano.tuse HD-M Motor Oil. You can contact 

him easily by phoning your local Standard Oil Company 
(Indiana) office. Or write to: Standard Oil Company, 

910 S. Michigan Avenue, Chicago 80, Illinois. 


STANDARD OIL COMPANY STANDARD (Indiana) 
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